Item Name _ 

13 mm Seal 

2,2A-TRIMETHYLPENTANE, 4 L, _ 

2-PROPANOL, 4 L., BAKER #9084 _ 

ACETIC ACID, GLACIAL, USP, 2.5 L. _ 

ACETONE, 4 L, BAKER # 9006 _ 

ACETONE, 4 L, BAKER #9254 _ 

AGAR, BACTO, 1 lb. DIFCO #0140-01 _ 

Alcohol Wipes, Sterile, 1" x 2 3/4", 200/PKG. 

ALCOHOL, ANHYDROUS, 4 L, _ 

ALCOHOL, ETHYL, 20L. 190 PROOF, _ 

ALUMINUM CHLORIDE, 6-HYDRATE, _ 

AMMONIUM OXALATE, MONOHYDRATE, 
Applicator, 

Applicator, 

Applicator, 

APRON, WHITE, DISPOSABLE, 100/PKG. 

BADGE, VISITOR IDENTIFICATION, _ 

Bag, _ 

BAG, BIOHAZARD, AUTOCLAVABLE, _ 

BAG, BIOHAZARD, AUTOCLAVABLE, _ 

BAG, DUCK, 24" x 36", W/DRAWSTRING _ 

BAG, PAPER, BROWN, # 57 KRAFT, _ 

BAG, PAPER, BROWN, #10, 500/PKG. _ 

BAG, PAPER, BROWN, #12, 1000/PKG. _ 

BAG, PAPER, BROWN, #16, 500/PKG _ 

BAG, PAPER, BROWN, #5, 500/PKG. _ 

BAG, POLYETHYLENE LINER, _ 

BAG, POLYETHYLENE LINER, _ 

BAG, POLYETHYLENE LINER, _ 

BAG, POLYETHYLENE, _ 

BAG, POLYETHYLENE, 12" X 18" X .004, 100/pkg 

BAG, POLYETHYLENE, 18" X 35" X .004 _ 

BAG, POLYETHYLENE, 3 1/8" X 5 1 _ 

BAG, POLYETHYLENE, 3" X 6" X .003" _ 

BAG, POLYETHYLENE, 4" x 6" x .003" _ 

BAG, POLYETHYLENE, 5" X 9" X .003" _ 

Bag, Specimen Transport, 

BAG, WAX COATED, WHITE # 12 

BANDAGE, ADHESIVE, PLASTIC _ 

BANDAGE, PLASTIC ADHESIVE, _ 

BANDS, RUBBER, #10, 1 LB./PKG. _ 

BANDS, RUBBER, #16, 1 LB./PKG. _ 

BANDS, RUBBER, #19, lib / Pkg _ 

BANDS, RUBBER, #33, 1 Ib./PKG. _ 

BANDS, RUBBER, #64, 1 lb /pkg._ 


Description _ 

NULL _ 

(ISO-OCTANE) BAKER #9335 _ 

NULL _ 

BAKER #9526, RQC ITEM _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

BAKER #9401 _ 

USP GRADE, _ 

CRYSTAL, 500G, J.T. BAKER #0498-01, RQC ITEM _ 

CRYSTAL, 250 g., MCB #AX-1325 _ 

Cotton Tip, 6", lOOO/Pkg. 

Cotton Tip, 6", Sterile, 100/Pkg. 

Plain, Wood, 6", 864/Pkg. 

NULL 

SELF-ADHESIVE, 3 5/8" X 2 1/4", 100/PKG. _ 

Lab Blender, 1650ml Capacity, Sterile, Unfiltered, 1000/Case 
10" X 15", 100/PKG. 

24" X 36", 200/PKG. _ 

NULL _ 

500/Bdle _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

16" X 14" X 36"„ 250/PKG. _ 

15" X 9" X 23" X .0005,1000/PKG. _ 

23" X 17" X 46"„ 100/PKG. _ 

4" X 2" X 8" X .0015", 1000/PKG. _ 

NULL _ 

200/PKG.,RQC ITEM _ 

FOR USE WITH 50ml. VIAL 3000/pkg., RQC ITEM _ 

NULL _ 

NULL _ 

NULL _ 

6" X 10", Zip Lock, Printed "Biohazard", 1000/Case 
50/PKG. 

3/8" X 1 1/2", 100/PKG. _ 

1" X 3", 100/PKG. _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL 


Model Number 





BAKER #9335-03 


BAKER # 9084-03 


BAKER #9526-03 


JT9006-5 


BAKER #9254-03 


DIFCO #0140-01 


DYNAREX# 1103 


BAKER #9401-5 




BAKER # 0498-1 


MCB #AX-1325 


Dynarex # 4302 


# 25-806-lWC 


DYNAREX #4323 


# 17-981-54C 


# CLI 92245 


01-002-55 


14220-008 


# 1112-2436 














# 7293947 


# S23LW-CLR 


# 7270978 


4X2X8 














19-075-388D 


8 X 3 1/2 X 16 


J&J # 6417 


Dynarex 3612 


# ALL-26105 


# UNV-00116 


# UNV-00119 


# ALL-26335 


# ALL 26645 


Dry-Lab_email_PRR_002808 

































































































































Vendor 

VWR Scientific Company 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

VWR Scientific Company 

Doe & Ingalls Inc. 

VWR Scientific Company 

WESTNET INC. 

VWR Scientific Company 

VWR Scientific Company 

Doe & Ingalls Inc. 

VWR Scientific Company 

H ERIC RICHARDS INC 

WESTNET INC. 

H ERIC RICHARDS INC 

WESTNET INC. 

NEW ENGLAND OFFICE SUPPLY 

Fisher Scientific 

VWR Scientific Company 

WESTNET INC. 

AMERICAN WIPING RAG COMPANY 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LANCASTER PACKAGING 

U.S. Foodservice 

DOWD PAPER COMPANY 

U.S. Foodservice 

Fisher Scientific 

WESTNET INC. 

Eastern States Packaging Co. Inc. 

MHRI 

WESTNET INC. 

WESTNET INC. 

WESTNET INC. 

Fisher Scientific 

Xpedx/International Paper 

WESTNET INC. 

WESTNET INC. 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

W. B. Mason 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 
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Beaker, 

Beaker, 

Beaker, 

Beaker, 

BEAKER, POLYSTYRENE, 10 ml., _ 

BEAKER, POLYSTYRENE, 5 ml., _ 

Binder, 

Binder, 

Binder, 

Binder, 

Binder, 

Binder, 

BINDER, PRESSBOARD, w/CLAMP, _ 

BLADE, SURGICAL, #10 _ 

BLADE, SURGICAL, #11 _ 

BLADE, SURGICAL, #21 _ 

BLADE, SURGICAL, #22 _ 

BLADE, SURGICAL, #23 _ 

Bleach, household, Igal. _ 

BLOTTER, DESK, 19" X 24" _ 

BOOK, COMPUTATION, 152 NUMBERED 

BOOK, RECORD, 60 PAGES, _ 

BOOK, STENOGRAPHERS, 6" x 9" _ 12/pkg 

Boot Covers, 200/Case _ 

BORIC ACID, GRANULAR, 500G., 

Bottle, 

Bottle, 

Bottle, 

Bottle, 

Bottle, 

Bottle, 

Bottle, 

BROCHURE, COMMON QUESTIONS ABOUT 
BROCHURE, COMMON QUESTIONS ABOUT 
BROCHURE, COMMON QUESTIONS ABOUT 
BROCHURE, COMMON QUESTIONS ABOUT 
BROCHURE, COMMON QUESTIONS ABOUT 
BROCHURE, COMMON QUESTIONS ABOUT 
BROCHURE, COMMON QUESTIONS ABOUT 
BROCHURE, COMMON QUESTIONS ABOUT 
BROCHURE, COMMON QUESTIONS ABOUT 

BRUSH, BEAKER, WOOD HANDLE, _ 

BRUSH, BURET, 25ml, TOTAL LGTH.30", 

BRUSH, CYLINDRICAL, TOTAL LGTH. _ 

BRUSH, FLASK, SWIVEL-JOINT, TOTAL 
BRUSH, PIPET, TOTAL LGTH. 17",_ 


Griffin, Heavy Duty, 4000ml, 4/Case 
Griffin, Heavy Duty, 1000ml, 24/Case 
Griffin, Heavy Duty, 2000ml, 8/Case 
Griffin, Heavy Duty, 400ml, 48/Case 
DISPOSABLE, 100/PKG. 

DISPOSABLE, 100/PKG. _ 

3 Ring, 1" Capacity, Black 
3 Ring, 2" Capacity, Black 
3 Ring, 3" Capacity, Black 
3 Ring, 1" Capacity, White 
3 Ring, 2" Capacity, White 
3 Ring, 3" Capacity, White 
11" X 8 1/2" 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

PAGES, 11 3/4" X 9 1/4" _ 

10"X 8" _ 

NULL _ 

NULL _ 

BAKER #0084 _ 

Large-Capacity, 19L, Pyrex 
Media/Solution, 500ml, 10/Case 
Roux Culture, IL, 18/Case 
Media/Solution, 250ml, 10/Case 
Media/Solution, 100ml, 10/Case 
Media/Solution, lOL, 

Media/Solution, IL, 10/Case 
NEWBORN SCREENING, RUSSIAN,, 25/PKG. 
NEWBORN SCREENING, PORTUGESE,, 25/PKG. 
NEWBORN SCREENING, HAITIAN,, 50/PKG. 
NEWBORN SCREENING, CHINESE,, 25/PKG. 
NEWBORN SCREENING, CAMBODIAN,, 25/PKG. 
NEWBORN SCREENING, LAOTIAN,, 25/PKG. 
NEWBORN SCREENING, ENGLISH,, 50/PKG. 
NEWBORN SCREENING, SPANISH,, 50/PKG. 
NEWBORN SCREENING, VIETNAMESE,, 25/PKG. 
TOTAL LGTH. 13", BRUSH 4" L. x, 2 1/2" D. 

BRUSH 3 1/4" L. x 1/2" D. _ 

BRUSH 6" L. X 2 3/8" D. _ 

LGTH. 12", BRUSH 4 1/2" L. x, 1 1/2"D. _ 

BRUSH 7 1/2"L. x 3/4"-l/4" TAPERED, DIA. 


02-555-25K _ 

02-555-25F _ 

02-555-25H _ 

02-555-25C _ 

# 02-544-36 _ 

# 02-544-30 _ 

# AVE-05710 

# AVE-05730 

# AVE-05740 

AVE-05711 _ 

AVE-05731 _ 

AVE-05741 _ 

#ACC 42521 

DYNAREX#4110 

DYNAREX#4111 

DYNAREX#4121 

DYNAREX#4122 

DYNAREX#4123 

JAC-103076 _ 

#CLI 01721 _ 

RED-43648 _ 

RED-43461 _ 

# AVE-36746 
P3450SGY000200LG 
BAKER # 0084-01 

02-887-5 _ 

06-414-lC _ 

02-946 _ 

06-414-lB _ 

06-414-lA _ 

06-414-lG _ 

06-414-lD 


# 17180-009 

# 17110-025 

# 17066-080 

# 17150-020 

# 17080-004 
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Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

Interline / Amsam 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 

Fisher Scientific 

Doe & Ingalls Inc. 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Central Reproduction 

Central Reproduction 

Central Reproduction 

Central Reproduction 

Central Reproduction 

Central Reproduction 

Central Reproduction 

Central Reproduction 

Central Reproduction 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 
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BRUSH, TEST TUBE, TOTAL LGTH. 11" 

RADIAL TIP, 4"L. X 1 3/8" DIA. 

# 17028-060 

BRUSH, TEST TUBE, TOTAL LGTH. 8", 

RADIAL TIP, 3"L. x 1/2" DIA. 

# 17028-026 

BRUSH, TEST TUBE, TOTAL LGTH. 9", 

RADIAL TIP, 4"L. x 1" DIA. 

# 17027-045 

BRUSH, VOLUMETRIC FLASK 1000 ml.. 

TOTAL LGTH. 17", BRUSH 5" L, x 1 3/4" DIA. 

# 17145-063 

BRUSH, VOLUMETRIC FLASK, 250 ml.. 

TOTAL LGTH. 12", BRUSH 3 1/2" L. x, 1 3/8" DIA. 

# 70230-014 

BRUSH, VOLUMETRIC FLASK, 500 ml.. 

TOTAL LGTH. 14", BRUSH 4" L. x, 11/2" DIA. 

# 17145-041 

BUFFER SOLUTION, pH 10.00, 500 ml., / Blue 

NULL 

JT5655-1 

BUFFER SOLUTION, PH 4.00, 500 ML, / Red 

NULL 

JT5657-1 

BUFFER SOLUTION, pH 7.00, 500 ml., / Yellow 

NULL 

JT5656-1 

BULB, CYLINDRICAL, RUBBER, 1 ml. 

12/PKG. 

# 56310-002 

BULB, CYLINDRICAL, RUBBER, 2 ml. 

12/PKG. 

# 56310-240 

BULB, RUBBER, 12 ML, 5/32" BORE 

NULL 

# 14-070A 

BURNER, BUNSEN, 6" 

NULL 

# 03-962 

CALCIUM CHLORIDE, DIHYDRATE, 

GRANULAR, 500 G., BAKER #1336 

BAKER# 1336-01 

Calendar 2011, desk refill 

3 1/2" X 6" 

AAGE71750 

Calendar 2011, monthly desk pad. 

17" X 22" 

AAGSK2400 

Calendar 2011, monthly wall. 

wirebound, 12 month, 12" x 17" 

AAG-PM5228 

Calendar 2011, daily appointment book. 

Ihr. intervals, 4 7/8" X 8" 

AAGSK4400 

Calendar 2011, monthly planner book. 

3 5/8" X 6 3/16" 

AAGSK5300 

Calendar 2011, weekly appointment book. 

w/tellephone & address section, 6" x 3 1/4" 

AAGG25000 

CAMPY-PAK, MICROAEROPHILIC SYSTEM, 

10/PKG. 

BBL# 4371034 

Cap, 

Phenolic Screw Cap, w/Rubber Liner, 1000/Case (To Fit Stock # 7100 ) 

89003-552 

Cap, 

Phenolic Screw Cap, w/Rubber Liner, 1000/Case (To Fit Stock # 7101 & 7102 ) 

89003-554 

CAP, NURSES, LARGE, DISPOSABLE, 

500/PKG, 

# 18-968-A 

CARD, INDEX, RULED, WHITE, 3" X 5", 

100/PKG, 

# ESS-31 

CARD, INDEX, RULED, WHITE, 4" X 6", 

100/PKG, 

# ESS-41 

CARD, INDEX, RULED, WHITE, 5" X 8", 

100/PKG, 

# ESS-51 

CARD, INDEX, WHITE, 3" X 5", 

100/PKG, 

# ESS-30 

CARD, INDEX, WHITE, 4" X 6", 

100/PKG, 

# AMP-23302 

CARD, INDEX, WHITE, 5" X 8", 

100/PKG. 

# AMP-23305 

CARTON, "OFFICAL RECORD STORAGE" 

16 X 12 X 10, W/LID, STATE SEAL 

(Archive Boxes) 

CARTON, CORRUGATED, 

8 3/4" X 6 1/2" X 3 3/4" (J -10 ) 

File # 1080 

CARTON, CORRUGATED, 

4 1/2" X 3" X 5" 

FILE # 174567 

CARTON, CORRUGATED, 

6 1/2" X 5 1/2" X 5 1/2" 

File # 146687 

CARTON, CORRUGATED, 

7" X 7" X 8 1/2" 

30-2901 

CARTON, CORRUGATED, 

7 1/4" X 10 1/2" X 7 5/8" 

File # 146369 

CARTON, CORRUGATED, 

10 1/2" X 10 1/2" X 7 5/8" 

File #84227 

CARTON, CORRUGATED, 

12" X 10 1/2" X 11 1/2" 

File #84226 

CARTON, CORRUGATED, 

9 1/2" X 9 1/2" X 6 1/4" 

30-2914 

CARTON, CORRUGATED, 

5 1/2" X 4 1/2" X 4 3/4" 

File # 104366 

CARTON, CORRUGATED, 

6" X 5" X 4", PRINTED RETURN ADDRESS, 25/pkg. "Reserved For Lead Lab" 

30-2922 

CASAMINO ACID, CERTIFIED, lOKG 

DIFCO #0230-08-4,RQC ITEM 

# 0230-08-4 

CASAMINO ACID, TECHNICAL, 1 lb.. 

DIFCO #0231-17-2,RQC ITEM 

DIFCO #0231-17 

CELITE,ACID WASHED FILTER AID 

AW 521,RQC ITEM 

AW 521 

CELITE,FILTER-AID, 50 LB./BAG 

RQC ITEM 


CHARCOAL, COCONUT, ACTIVATED 

6 TO 14 MESH, 4 lb.„ FISHER #05-685B 

# 05-685B 
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VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

Fisher Scientific 

VWR Scientific Company 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

Fisher Scientific 

VWR Scientific Company 

VWR Scientific Company 

Fisher Scientific 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

LANCASTER PACKAGING 

VWR Scientific Company 

VWR Scientific Company 

Biologies Program 

Biologies Program 

Fisher Scientific 
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CHART, AMERICAN STERILIZER, 

#0955C, 100/PKG. 

CHART, CASTLE #23365, 100/PKG. 

NULL 

CHART, FOXBORO #779069, 100/PKG. 

NULL 

CHART, FREDERICKS #4800-9, 100/PKG. 

NULL 

CHART, PARTLOW # 00213886, 100/PKG. 

NULL 

CHART, PARTLOW #70116, 100/PKG. 

NULL 

CHART, PARTLOW #70117, 100/PKG. 

NULL 

CHART, PARTLOW #70118, 100/PKG. 

NULL 

CHART, PARTLOW #A112C, 7/DAY, 

100/PKG. 

Chart, Partlow #A217C, 100/PKG. 

NULL 

CHART, PARTLOW #A665C, 24/HOUR, 

100/PKG. 

CHART, UNITED ELECTRIC # 6282-231, 

50/PKG. 

CHART, WEKSLER # W7-60-40-6, 

100/PKG. 

CHART, WESKLER #W7-30-70-8, 100/PKG 

NULL 

CHLOROFORM, 4 L, BAKER #9180 

NULL 

CIRCULAR, ALBUMIN, (HUMAN), 

RED CROSS,LC=002102, NDC#52769-551-05 RQC ITEM 

CIRCULAR, ALBUMIN, (HUMAN), STATE 

NDC#14362-0116-1,LC=001302, RQC ITEM 

Circular, Baby BIG, 

NULL 

CIRCULAR, DIPHTHERIA AND TETANUS 

TOXOIDS, ADSORBED RQC ITEM 

CIRCULAR, DIPHTHERIA, TETANUS & 

PERTUSSIS VACCINE, ADSQRBED, RQC ITEM 

CIRCULAR, IG,R.C.LC=006302 

NDC#52769-576-22,RQC ITEM 

CIRCULAR, IG,STATE,LC=#002701 

NDC#14362-0115-2 RQC ITEM 

Circular, Respigam 

RSVIG, CANADIAN, NDC # 60574-2101-1, LC=0095, RQC Item 

CIRCULAR, TETANUS & DIPHTHERIA 

TOXOIDS, ADSORBED,RQC ITEM, LC=0054,NDC#14362-0111-l,-5 

CIRCULAR, VARICELLA ZOSTER, IMMUNE 

GLOBULIN, (HUMAN), SOURCE, RQC ITEM 

Circular, VIGIV, LC=0101 

NDC 14310-2500-1 RQC Item 

CIRCULAR, VZIG,R.C.,LC=003602 

NDC#52769-574-ll/66,RQC ITEM 

CIRCULAR, VZIG,STATE,LC=003301 

NDC#14362-0118-1/2,RQC ITEM 

CIRCULAR,CYTOGAM 

NDC#60574-3101-1,3102-1,RQC ITEM 

CIRCULAR,CYTOGAM,CANADIAN,LC=0092, 

NDC#60574-3101-1,RQC ITEM 

CIRCULAR,RESPIGRAM, 

RSV-IGIV,NDC#60574-2101-1,2102-1, RQC ITEM 

CIRCULAR,RSVIG,(HUMAN) RED CROS 

NDC#52769-572-72,LC=006001, RQC ITEM 

CITRIC ACID, MONOHYDRATE, CRYSTAL, 

2.5 KG. BAKER #0110,RQC ITEM 

CLAMP, PAPER, #1, 1 7/8" x 2 5/8", 

12/PKG. 

CLAMP, PAPER, #2, 1 5/8" X 1 1/2" 

50/PKG. 

CLEANER, HAND STAIN REMOVER, 

6 OZ. TUBE 

CLEANER, KEYBOARD 

NULL 

CLEANER, STAINLESS STEEL, AEROSOL 

CAN 

Clip Binder Large 

NULL 

Clip Binder Medium 

NULL 

Clip Binder Small 

NULL 

CLIPS, PAPER, #1, CORRUGATED 

FINISH, 1 3/8", 100/PKG. 

CLIPS, PAPER, #3, SMOOTH FINISH, 

15/16", 100/PKG. 

CLIPS, PAPER, JUMBO, NON-SKID 

FINISH, 1 7/8", 100/PKG. 

COAT, LABORATORY, TYVEK, 

DISPOSABLE, X-LARGE, 30/PKG. 

COMPRESSED GAS, ARGON, H-CYLINDER 

NULL 


#0955C 


CASTLE # 23365 


# 779069 


# 4800-9 


# 00213886 


#GC 70116 


#GC 70117 


# GC 70118 


# A112-C 


# A217C- 7 DAY 


# A665C 


PN-00965988 


# W7-60-40-6 


# W7-30-70-8 


BAKER # 9180-05 



LC=006001 


BAKER #0110-05 


# ACC-72610 


# ACC-72620 


# 04-330 


# REARR1263 


Ecolab # 18903 


SBC 


SBC-78210 


SBC 


# ACC-72370 


# ACC-72320 


# ACC-72580 


TY212SWHXL00300 
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GRAPHIC CONTROLS CORPORATION 

Government Scientific Source /Liz 

GRAPHIC CONTROLS CORPORATION 

GRAPHIC CONTROLS CORPORATION 

Government Scientific Source /Liz 

Government Scientific Source /Liz 

Government Scientific Source /Liz 

Government Scientific Source /Liz 

Government Scientific Source /Liz 

Fisher Scientific 

Government Scientific Source /Liz 

Government Scientific Source /Liz 

GRAPHIC CONTROLS CORPORATION 

GRAPHIC CONTROLS CORPORATION 

Doe & Ingalls Inc. 

Biologies Program 

Biologies Program 

MHRI 

Biologies Program 

Biologies Program 

Biologies Program 

Biologies Program 

MHRI 

Biologies Program 

Biologies Program 

MHRI 

Biologies Program 

Biologies Program 

Biologies Program 

MHRI 

Biologies Program 

Biologies Program 

Doe & Ingalls Inc. 

W. B. Mason 

W. B. Mason 

Fisher Scientific 

W. B. Mason 

U.S. Foodservice 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

VWR Scientific Company 

Airgas East 
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COMPRESSED GAS, CARBON-DIOXIDE, 

H-CYLINDER 

COMPRESSED GAS, OXYGEN, H-CYLINDER 

NULL 

CONTAINER, MAILING, ALUMINUM, 

INNER, 1" 0. DIAM. X 5" 0. LENGTH, (947/CASE) 

CONTAINER, MAILING, ALUMINUM, 

INNER, 1 3/4" 0. DIAM. x 5 1/2", 0. LENGTH (330/CASE) 

CONTAINER, MAILING, ALUMINUM, 

INNER, 2 1/2" 0. DIAM. X 6", 0. LENGTH (147/CASE) 

CONTAINER, MAILING, CARDBOARD, 

OUTER, 1 1/4" 1. DIAM. X 5 1/4", 1. LENGTH. — ( 500/CASE) 

CONTAINER, MAILING, CARDBOARD, 

OUTER, 2" 1. DIAM. X 5 5/8", 1. LENGTH (200/CASE) 

CONTAINER, MAILING, CARDBOARD, 

OUTER, 2 3/4" 1. DIAM. x 6 1/4", 1. LENGTH (120/CASE) 

Container, Mailing, Cardboard, Outer, 

3 1/8" 1. Diam. x 7 1/2", 1. Length. W/Cap (72/Case) 

Container, Sharps Disposal, w/lid 

1 gal. Capacity 

Container, Sharps Disposal, w/lid 

2 gal. Capacity 

Container, Shipping, Cat-A, 

Bio-Pak 1, w/330 ml. Bio-Tube„ O.D -4x4x8" 

Container, Shipping, Cat-A, 

Bio-Pak 2, w/1.5 L. Bio Jar,, O.D -7x7x8" 

Container, Shipping, Cat-A/B, 

Styrofoam-Lined,, O.D -14" x 14" x 15" 

Container, Shipping, Cat-B, 

Styrofoam-Lined,, O.D - 7" x 10" x 11" 

CONTAINER, SPECIMEN, 120 ML. 

STERILE, 100/PKG. 

CONTAINER, SPECIMEN, POLYPROPY 

30 ml., w/LINEAR POLYPROPYLENE, SPOON CAP, STERILE, 500/PKG. 

CONTAINER, WASTE GLASS, DISPOSABLE, 

12 X 12 X 27" 

CONTAINER, WASTE GLASS, DISPOSABLE, 

8 X 8 X 10" 

CORRECTION FLUID, 1/2 OZ. BOTTLE 

NULL 

Cotton ball, absorbent, non-sterile. 

medium size, 1000/Bag 

Cotton, absorbent, non-sterile, 1 Ib./roll 

NULL 

COTTON, ABSORBENT, STERILE, 

1 Ib./ROLL 

Cotton, non-absorbent, non-sterile, 1 lb,/roll 

NULL 

COVER GLASS, #1 THICKNESS 

25 X 25 MM,, 1 oz./PKG., CORNING # 2865 

COVER GLASS, #1 THICKNESS, 

22 x 22 mm,, loz./PKG, 

COVER GLASS, #1 THICKNESS, 

22 X 50 mm,, 1 oz./PKG, 

COVER, MAILING CONTAINER, 1 1/4" 

TO FIT STOCK # 6018 — (1000 /case) 

COVER, MAILING CONTAINER, 2 3/4" 

TO FIT STOCK #6013 ( 700 / case ) 

COVER, MAILING CONTAINER, 2", 

TO FIT STOCK #6001, 6063 (2000/case ) 

COVER, MAILING CONTAINER, LINED, 

2 1/2", TO FIT STOCK #6014 — (1000/ case ) 

COVER, MAILING CONTAINER, LINED, 

1 3/4", TO FIT STOCK #6062 - ( 2000/ case) 

Cover, Mailing Container, Lined, -1", 

To Fit Stock # 6005 — (2000 / case ) 

COVER, REPORT, PRESSBOARD 

w/PRONG FASTENER, 11" x 8 1/2" 

COVERALL, TYVEK, WHITE, 

X-LARGE, 25/PKG. 

COVERALL, TYVEK, WHITE, 

XX-LARGE, 25/PKG. 

COVERALL, TYVEK, WHITE, LARGE, 

25/PKG. 

CRYSTAL VIOLET, 100 g., BAKER #F906 

NULL 

CRYSTAL VIOLET, 25 G., BAKER #F9 

NULL 

Cylinder, 

Mertic Scale, 2L, 

Cylinder, 

Metric Scale, IL, 

DATER, STAMP 

NULL 

DECON-AHOL MIST, 70% ISOPROPANOL 

11 OZ., VELTEK #DECAH-SP-70, RQC ITEM,BIO USE ONLY 

DEPRESSORS, TONGUE, WOOD, 

6" X 3/4", 500/PKG 

DESK PAD, W/LEATHER CORNERS, 

19" X 24" 

DETERGENT, ALCOJET, 4 Ib./PKG. 

NULL 


NC- 9054883 


NC9525474 


NC-9946175 


NC-9946176 


NC-9946177 


NC-9946174 


88507 


Kendal#8881676236 


# 8881676285 


CODE #332 


CODE It 500 


CODE # 289 


Inmark It BM 1501S 


Dynarex It 4253 


It 222-3534-G80 


# 12-009-7A 


It 12-009-7B 


# BICWOFQD12 


DYNAREX #3170 


Kendal #6030 


J&J It 6026 


# 14-140 


It 12-524C 


It 12-542B 


It 12-545E 


# NC-9946022 


NC-99466023 


It NC-9946025 


It NC-9946024 


It ACC-25978 


#01-361-4D 


01-361-4E 


# 01-361-4C 


BAKER It F906-05 


BAKER It F906-03 


08-553-H 


08-553-D 


It USSRD015 


It Dynarex 4312 


#CLI-17212 


04-322-25AA 







































































































































Airgas East 

BOC Gases Group 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

WESTNET INC. 

WESTNET INC. 

AIR SEA ATLANTA. INC. 

AIR SEA ATLANTA. INC. 

AIR SEA ATLANTA. INC. 

WESTNET INC. 

WESTNET INC. 

EVERGREEN SCIENTIFIC COMPANY 

Fisher Scientific 

Fisher Scientific 

W. B. Mason 

WESTNET INC. 

WESTNET INC. 

H ERIC RICHARDS INC 

Geriatric Med. & Surg. Supply 

Fisher Scientific 

Fisher Scientific 

VWR Scientific Company 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

W. B. Mason 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Fisher Scientific 

Fisher Scientific 

W. B. Mason 

Doe & Ingalls Inc. 

H ERIC RICHARDS INC 

NEW ENGLAND OFFICE SUPPLY 

Fisher Scientific 
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DETERGENT, ALCONOX, 4 Ib./PKG. 

NULL 

DETERGENT, MANU-KLENZ, 32 OZ./BTL. 

NULL 

DEVELOPER, COPIER, RICOH MODEL 

#1075 

DEVELOPER, COPIER, RICOH MODEL 

# 401 / # 500 

DEVELOPER, COPIER, RICOH MODEL 

#4527/#5832 

DEVELOPER, COPIER, RICOH MODEL 

#3313/ #5733 

DEVELOPER, COPIER, RICOH MODEL 

# 4418/4421 

DEXTROSE, ANHYDROUS, GRANULAR, 

500 g., BAKER #1916 

DIRECTORY, TELEPHONE, D.P.H., 

Aug-00 

DIRECTORY, TELEPHONE, S.L.L, 

Apr-02 

DISH, PETRI, POLYSTYRENE, 

150 X 15 mm., DISPOSABLE, STERILE,, 100/PKG. 

DISH, PETRI, POLYSTYRENE, 

60 X 15 mm., DISPOSABLE, STERILE,, 25/PKG. 

DISH, PETRI, POLYSTYRENE, 

100 X 15 mm., DISPOSABLE, STERILE,, 500/PKG. 

DISH, PETRI, X PLATE, POLYSTYRENE, 

100 X 15 mm., DISPOSABLE, STERILE,, 500/PKG. FALCON # 35-1009 

DISH, TISSUE CULTURE, POLYSTYRENE, 

60 X 15 mm., DISPOSABLE, STERILE,, 500/PKG. FALCON #3002 

DISH, VYEIGHING, DISPOSABLE, 

12.4x12.4x2 cm., 500/PKG. 

DISH, VYEIGHING, DISPOSABLE, 

8x8x2 cm., 500/PKG. 

DISH, VYEIGHING, DISPOSABLE, 

4x4xl.0cm., 500/PKG. 

DISINFECTANT, SPRAY, 20 OZ., 

AREOSOLCAN 

DISINFECTANT, VYESCODYNE, 1 GAL. 

NULL 

DISK, DS/DD, SOFT SECTORED, 5 1/4" 

360K, 10/PKG. 

DISK, DS/HD, SOFT SECTOR, 3 1/2", 

10/PKG. 

DISPENSER, TAPE, 1" CORE TAPE, 

UP TO 3/4" WIDE 

DIVIDER, CHIPBOARD PARTITION, 

9-CELL TO FIT STOCK #6014, 

DRIER, FILTER, SPORLAN #C-083-HH 

NULL 

DRIER, FILTER, SPORLAN #C-163-HH 

NULL 

DRIER, FILTER, SPORLAN #C-165-HH 

NULL 

DRIER, FILTER, SPORLAN #C-305-HH 

NULL 

DRIERITE (CaS04), INDICATING, 

(8 MESH), 500 g., BAKER #L058 

ENVELOPE, CLASP, MANILA, 

10" X 13", #97„ PRINTED "DRUG LAB SPECIMEN" 

ENVELOPE, CLASP, MANILA, 

5" X 7 1/2", #35 

ENVELOPE, CLASP, MANILA, 

7" X 10", #68, Printed return address, S.L.I 

ENVELOPE, CLASP, MANILA, 

9" X 12", #90„ PRINTED RETURN ADDRESS, S.L.I 

ENVELOPE, CLASP, MANILA, 

10" X 13", #97„ PRINTED RETURN ADDRESS, S.L.I 

ENVELOPE, CLASP, MANILA, 

12" X 15", #110, PRINTED RETURN ADDRESS, S.L.I 

ENVELOPE, CLASP, MANILA, 

10" X 13", #97, PRINTED RETURN ADDRESS, U.M.M.S. 

ENVELOPE, INTER-DEPARTMENT MAIL, 

WHITE, 4 1/2" X 10 3/8", #11 

ENVELOPE, INTER-DEPARTMENTAL MAIL 

10"X 13" 

ENVELOPE, PADDED SHIPPING, #0 

6" X 10", DIAGNOSTIC SPECIMEN,, PRINTED RETURN ADDRESS, C.LP 

ENVELOPE, PADDED SHIPPING, #2, 

8 1/2" X 12", DIAGNOSTIC SPECIMEN,, PRINTED RETURN ADDRESS, C.LP 

ENVELOPE, VYHITE, 4 1/8" X 9 1/2 

#10, PRINTED RETURN ADDRESS,, S.L.I 

ENVELOPE, WHITE, 4 1/8" X 9 1/2" 

#10, PRINTED RETURN ADDRESS,, U.M.M.S. 

ENVELOPE, WHITE, 4 1/8" X 9 1/2", 

#10 

ENVELOPE, WHITE, 4 1/8" X 9 1/2", 

#10, PRINTED BUSINESS REPLY,, S.L.I. 

ENVELOPE, WINDOW, WHITE, 

4 1/8" X 9 1/2", #10, PRINTED, RETURN ADDRESS, S.L.I 

Envelope, Window, White, 9 x 12", #90, 

Printed return Address, S.L.L 


# 21835-032 


# 1115-24 


8i 


DEVELOPER 401 


DEVELOPER 4527 


DEVELOPER 3313 


DEVELOPER 4418 


BAKER# 1916-01 


# 351058 


FALCON #1007 


08-757-12 


Falcon # 35-1009 


FALCON # 3002 


# 08-732-115 


# 08-732-113 


# 12577-005 


6389-Y3 


# NJ-138 


#SYN-15429 


# IMN-44766 


MMM-C60DS 


30-1403 


#C-083-HH 


#C-163-HH 


#C-165-HH 


C-305-HH 


07-578-3A 


97/CLASP/PRINT 


35/CLASP 


68/CLASP 


90/CLASP/PRINT 


97/CLASP/PRINT 


110/CLASP/PRINT 


97/CLASP/PRINT 


11/PRINT 



10/PRINT 


10/PRINT 


# 10 


10/PRINT/TINT 


10/\A/IN/TNT/PRNT 








































































































































VWR Scientific Company 

BRISTOL-MYERS SQUIBB 

OFFTECH 

OFFTECH 

Cam Office Services 

OFFTECH 

OFFTECH 

Doe & Ingalls Inc. 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

Fisher Scientific 

VWR Scientific Company 

Fisher Scientific 

WESTNET INC. 

VWR Scientific Company 

Fisher Scientific 

Fisher Scientific 

VWR Scientific Company 

WESTNET INC. 

WESTNET INC. 

PHASE ONE OFFICE PRODUCTS 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

LANCASTER PACKAGING 

UNITED REFRIGERATION COMPANY 

UNITED REFRIGERATION COMPANY 

UNITED REFRIGERATION COMPANY 

UNITED REFRIGERATION COMPANY 

Fisher Scientific 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

W. B. Mason 

W. B. Mason 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 

Bay State Envelope Company 
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ERASER, PENCIL CAP 

NULL 

ERASER, TYPEWRITER, STICK TYPE, 

w/BRUSH 

ETHYLENE GLYCOL, 500 ml.. 

BAKER #9300 

FACE-SHIELD, UNIVERSAL SIZE 

NULL 

FERRIC CHLORIDE, 6-HYDRATE, LUMP, 

500 g., BAKER #1996 

FILLER, PIPET, SAFETY 

NULL 

Filter Funnel, Sterile, Analytic, 

12/Pkg. 6Pkg/Case 

Filter, 

2.0 Micrometer, Sterile, 1000ml, Corning #431098,12/pkg 

Filter, 

Tissue Culture, sterile, 500ml, Nalgen # 166-0020,12/pkg 

FILTER, .45 MICRON, MILLIPORE # 

SXHA0250S, DISPOSABLE, STERILE,, 12/PKG. 

FILTER, ASSEMBLED, POLYSTYRENE, 

.45 MICRON, NALGENE #245-0045,, DISPOSABLE, STERILE, 12/PKG. 

FILTER, ASSEMBLED, POLYSTYRENE, 

.20 MICRON, NALGENE #120-0020,, DISPOSABLE, STERILE, 12/PKG. 

FILTER, CUNO #45237-01C-10C 

RQC ITEM 

FILTER, CUNO #45237-01C-90LP 

RQC ITEM 

FILTER, MILLIPORE #AP3212450, 

50/PKG. 

FILTER, MILLIPORE #CP1501003, 

3/PKG.,RQC ITEM 

FILTER, MILLIPORE #CP2001003, 

3/PKG.,RQC ITEM 

FILTER, MILLIPORE-STERITEST, RED, 

#TSHVLV210, 10/PKG. 

FINGER TIP, RUBBER, LARGE, Size 12, 11/16" 

NULL 

FINGER TIP, RUBBER, MEDIUM, Size 11.5, 5/8" 

NULL 

FINGER TIP, RUBBER, SMALL, Size 11, 9/16" 

NULL 

Flask, 

Cell Culture, 275ml, vented cap, Corning # 430641,100/case 

Flask, 

Erlenmeyer, 125ml, Polycarbonate, Disposable, Corning # 431143, 50/Case 

Flask, 

Cell Culture, 600ml, vented cap, Corning # 430825, 50/case 

FLASK, TISSUE CULTURE, POLYSTYRENE, 

30 ML,, W/RUBBER LINED 5CREW CAP, DISPOSABLE, STERILE, 500/PKG. 

FLASK, TISSUE CULTURE, POLYSTYRENE, 

250 ml., w/PLUG SEAL CAP,, DISPOSABLE, STERILE, 100/PKG. 

FOIL, ALUMINUM, ,0007" THICK, 

12" X 1000' ROLL 

FOIL, ALUMINUM, .001" THICK, 

18" X 1000' ROLL 

FOIL, ALUMINUM, OIL FREE, 

.001" THICK, 4" WIDE ROLL,, S.T.D. BRIGHT, 7 1/2” DIA. ROLL 

FOIL, ALUMINUM, OIL FREE, 

.001" THICK, 6" WIDE ROLL,, S.T.D. BRIGHT, 7 1/2” DIA. ROLL 

FOIL, ALUMINUM, OIL FREE, 

.001” THICK, 12” WIDE ROLL,, S.T.D. BRIGHT, 7 1/2” DIA. ROLL 

FOIL, ALUMINUM, OIL FREE, 

.001" THICK, 8” WIDE ROLL,, S.T.D. BRIGHT, 7 1/2” DIA. ROLL 

FOLDER, LETTER SIZE, 1/3 CUT TAB 

100/PKG. 

FOLDER, LETTER SIZE, 1/5 CUT TAB 

100/PKG. 

FOLDER, LETTER SIZE, 2/5 CUT TAB 

GUIDE HEIGHT, 100/PKG. 

FOLDER, LETTER SIZE, HANGING, 

1/5 CUT TAB, 25/PKG. 

FOLDER, LETTER SIZE, STRAIGHT CUT 

TAB, 100/PKG. 

FORCEPS, DISSECTING, BLUNT, 

SERRATED TIP, 114 MM. 

FORCEPS, THUMB DRESSING, BLUNT, 

SERRATED TIP, 250 mm. 

FORM B-4, Newborn Blood Filter Paper 

New England, 600/Pkg. 

Form B-4, Newborn Blood Filter Paper, 

Pennsylvania, 600/Pkg. 

FORM BWP-2, MULTIPLE SYPHILIS 

SEROLOGY MAILING LABEL 

FORM CD-PV-TR, TRAVEL EXPENSE 

VOUCHER, 100/PKG. 

FORM CSS-1, STOCKROOM REQUISITION 

NULL 

FORM CSS-IOD, COPY SHOP SERVICE 

REQUEST 

FORM CSS-18, DECONTAMINATION LOG 

NULL 


#SAN 02512 


# SAN-74106 


BAKER # 9300-01 


# 17-310 


BAKER# 1996-01 


# 13-681-51 


09-740-30B 


09-761-108 


09-740-46B 


# SXHA0250 


# 09-740-5 


# 09-740 


#45237-01C-10C 


#45237-01C-90LP 


AP3212450 


#CP1501003 


# CP2001003 


#TSHVLV210 


# SWI-54032 


# SWI-54035 


#SWI-54031 


10-126-37 


07-200-670 


10-126-34 


CORNING #25100 


FALCON #3024 


# 760001 


# 760013 



WBM1343 


# WBM-1345 


#SMD 21525LA 


NEO-00133 


NEO-00126 


# 13-812-39 


# 10-316-B 


B4-94 116 11/93 


# CD-PVTR 


CSS-1 





































































































































NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

Doe & Ingalls Inc. 

Fisher Scientific 

VWR Scientific Company 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

M.W.M. COMPANY 

M.W.M. COMPANY 

MILLIPORE CORPORATION 

MILLIPORE CORPORATION 

MILLIPORE CORPORATION 

MILLIPORE CORPORATION 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

CURTIN MATHESON SCIENTIFIC 

VWR Scientific Company 

Mansfield Paper Company 

Mansfield Paper Company 

A.J. OSTER FOILS 

A.J. OSTER FOILS 

A.J. OSTER FOILS 

A.J. OSTER FOILS 

W. B. Mason 

W. B. Mason 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

Fisher Scientific 

Fisher Scientific 

MHRI 

MHRI 

IN-HOUSE PRINTING 

NEW ENGLAND OFFICE SUPPLY 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 
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FORM CSS-19, SHARPS WASTE MANIFEST 
FORM CSS-2, DECONTAMINATION LABEL, 

FORM CSS-23, PERTUSSIS MAILING _ 

FORM CSS-3, MEDIA REQUISITION PAD 
FORM CSS-4, HAZARDOUS WASTE LABEL 
FORM CSS-5, PROCESS EQUIPMENT-WASTE 

FORM CSS-63, DRUG CERTIFICATE _ 

FORM CSS-64, DRUG RECEIPT _ 

FORM CSS-87, LEAVE REQUEST _ 

FORM EC-1, ENTERIC CULTURE _ 

FORM GC-1, GONORRHEA CULTURE, _ 

FORM IP-4, VACCINE SCANNER FORM _ 

FORM LAB-27, MYCOBACTERIOLOGICAL 

FORM M-1, MYCOLOGY CULTURE _ 

FORM PHBD-23, ENTERIC MAILING _ 

FORM PHBD-30, ENTERIC-CAMPY _ 

FORM PHBD-42, ENTERIC CULTURE _ 

FORM PHBDP-26, VIRUS SEROLOGY _ 

FORM PHBDP-26M, VIRUS MAILING _ 

FORM PHBDP-30, VIRUS TRANSPORT _ 

FORM PHBWP, SINGLE SYPHILIS _ 

FORM PHT-54, MYCOBACTERIOLOGY _ 

FORM PHV-13, CONFIDENTIAL REPORT 
FORM PHV-20, PATIENT HISTORY CARD 

FORM PHV-6, PREMARITAL MEDICAL _ 

FORM SS-1, SYPHILIS SEROLOGY _ 

Form SS-SLI-1-08, Specimen Submission Form 
FORM TB-1, TB CERTIFICATION 
Form TB-2, 

FORM TB-4, TB HISTORY EVALUATION 
FORM TB-5, CASE SUSPECT FOLLOW UP 

FORM TB-6, PREVENTIVE FOLLOW UP _ 

FORM W-1, WHILE YOU WERE OUT _ 

Form, 

Form, 

Form, 

Form, 

Form, 

Form, 

Form, 

FORM, CLP-7, BLOOD SLIP, 50/PAD _ 

FORMALDEHYDE, SOLUTION, _ 

FRAME, FILE, LETTER SIZE _ 

GASKET, TEFLON, 1 1/2" _ 

GASPAK, BBL #260678, DISPOSABLE, _ 

GAUZE, ABSORBENT, 28/24 MESH,_ 


NULL _ 

10/PKG. _ 

LABEL _ 

NULL _ 

25/PKG _ 

LABEL, 10/PKG. _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

200/PKG. _ 

500/PKG. _ 

LABORATORY MAILING LABEL _ 

NULL _ 

LABEL _ 

MAILING LABEL _ 

NULL _ 

MAILING LABEL _ 

LABEL _ 

MEDIUM MAILING LABEL _ 

SEROLOGY MAILING LABEL _ 

LABORATORY SPECIMEN REPORT _ 

NULL _ 

NULL _ 

CERTIFICATE, 50/PAD _ 

NULL _ 

NULL _ 

CARD _ 

Latent Tuberculosis Infection, 100/Pkg 
NULL 

NULL _ 

NULL _ 

NULL _ 

SI-EN-1-11, Enteric Kit Instructions 
SI-RF-2-08 , Legioneiia Kit Instructions 
SI-RF-3-06, Parasitology Kit Instructions 
SI-VI-1-07, Respiratory Virus Kit Instructions 
SI-RF-1-10, Pertussis Kit Instructions 
SI-TB-1-08 , TB Culture Kit Instructions 
SI-TB-2-10 , TB Quantiferon Kit Instructions 
NULL 

MALLINCKRODT UN1198, _ 

NULL _ 

NULL _ 

20/PKG. _ 

100 YD. OVAL BOLT 
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IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

Central Reproduction 

The Instant Printing/Execuprint 

IN-HOUSE PRINTING 

SHAWPRINT 

IN-HOUSE PRINTING 

Immunization 

IN-HOUSE PRINTING 

Central Reproduction 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

The Instant Printing/Execuprint 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

The Instant Printing/Execuprint 

Correction Industries 

The Instant Printing/Execuprint 

The Instant Printing/Execuprint 

The Instant Printing/Execuprint 

Correction Industries 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

VWR Scientific Company 

NEW ENGLAND OFFICE SUPPLY 

EASTERN DAIRY EQUIPMENT 

Fisher Scientific 

H ERIC RICHARDS INC 
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GAUZE, SPONGE, 12 PLY, 3" x 3", 

200/PKG. 

DYNAREX# 3233 

GAUZE, SPONGE, 4 PLY, 3" X 3", 

2/ENVELOPE, STERILE, 50/PKG. 

KENDAL #8043 

GAUZE, SPONGE, 4" X 4", 200/PKG. 

NULL 

Dynarex #3242 

GAUZE, SPONGE, 8 PLY, 4" X 4", 

2/ENVELOPE, STERILE, 50/PKG. 

Dynarex # 3342 

Gloves, Latex, (Micro-One), 

Small, Disposable, 100/Pkg. 

32916-552 

Gloves, Latex, (Micro-One), 

Medium, Disposable, 100/Pkg. 

32916-554 

Gloves, Latex, (Micro-One), 

Large, Disposable, 100/Pkg. 

32916-556 

Gloves, Latex, Ansell (Derma Clean), 

Small, Disposable,100/Pkg. 

CFG-900-S 

Gloves, Latex, Ansell (Derma-Clean), 

Large, Disposable, 100/Pkg. 

CFG-900-L 

Gloves, Latex, Ansell (Derma-Clean), 

Medium, Disposable, 100/Pkg. 

CFG-900-M 

Gloves, Nitrile, (Best), 

Small, Powder Free, Disposable, 100/Pkg. 

# 47746-956 

Gloves, Nitrile, (Best), 

Medium, Powder Free, Disposable, 100/Pkg. 

# 47746-954 

Gloves, Nitrile, (Best), 

Large, Powder Free, Disposable, 100/Pkg 

# 47746-952 

Gloves, Nitrile, (Best), 

X-Large, Powder Free, Disposable, 100/Pkg. 

# 47746-950 

Gloves, Nitrile, (Kimberly-Clark), 

Medium, Powder Free, Disposable, 100/Pkg 

32933-972 

Gloves, Nitrile, (Kimberly-Clark), 

Large, Powder Free, Disposable, 100/Pkg 

32933-974 

Gloves, Nitrile, (Kimberly-Clark), 

Small, Powder Free, Disposable, 100/Pkg 

50601 

GLOVES, WORK, LEATHER PALM, 

W/SAFETY-CUFF 

# 1411 

GLOVES, WORK, NEOPRENE COATED 

NULL 

#2075-R (2101) 

GLYCEROL, ANHYDROUS, 500 ml.. 

BAKER #2136 

BAKER #2136-01 

GLYCINE, 2 KG., BAKER #0581 

RQC ITEM 

BAKER #0581-05 

GOGGLES, CHEMICAL SPLASH PROTECTION 

NULL 

# 17-288-lA 

GOGGLES, SAFTY GLASSES, LARGE 

NULL 

# 18-029 

GOGGLES, SAFTY GLASSES, MEDIUM 

NULL 

# 17-985-30-J 

GOGGLES, SAFTY GLASSES, SMALL 

NULL 

# 18-610-M 

GOGGLES, ULTRAVIOLET CONTRAST 

CONTROL 

# 33002-067 

Gown, 

Cover Gown, Control, X-Large, Yellow, Kimberly Clark # 69987,100/pkg. (Reserved for Infectious Areas) 

19-022-869 

Gown, Cover Gown, Control, Universal Size, Blue, 

Kimberly Clark # 69981,100/pkg (Reserved for Infectious Areas) 

18-022-870 

GOWN, ISOLATION, DISPOSABLE, 

50/PKG. 

# 19-046-152 

GREASE, STOPCOCK, HIGH VACUUM 

150gm./TUBE 

# 14-635-5D 

GRINDER, TISSUE, SPECIMEN STORAGE 

TRANSPORT, STERILE, 10/PKG. 

Kendall 3500SA 

GUIDE, INDEX CARD, 3" x 5", 

1/3 CUT TAB 

#SMD 523 

GUIDE, INDEX CARD, 5" X 8", 

1/5 CUT TAB 

#SMD 525 

GUIDE, INDEX CARD, A-Z, 5" X 8", 

1/5 CUT TAB, 25/PKG. 

#SMD-82525 

Hand Sanitizer, 

EPI Clenz, 4 oz./Bottle 

MSC 097030 

HANDLE, SURGICAL KNIFE, #3 

NULL 

# 08-913-5 

HANDLE, SURGICAL KNIFE, #4 

NULL 

# 08-917-5 

HEXANE, GC & GC-MS GRADE, 4 L, 

BURDICK & JACKSON # GC217 

# BJGC217-4 

HYDROCHLORIC ACID, 36.5 - 38.0% , 

2.5 L., BAKER #9535,RQC ITEM 

BAKER #9535-33 

HYDROCHLORIC ACID, 36.5-38.0%, 

500 ml., BAKER #9535 

BAKER #9535-00 

HYDROGEN PEROXIDE, 3% Ipt. 

NULL 

# H324-500 

Index tab, 2" 

self sdhesive, w/printable insert, 25/Pkg. 

AVE 16241 

Index, tab divider, 5 clear tabs. 

3 hole, reinforced edge, 8" X 11", 5/Pkg. 

# WU-54310 

Indicator, 

Attest, Biological Steam Sterilizer, 100/Pkg. 

3M-1262 

Indicator, 

Steam Sterilization, Monitor Strips, 1000/Pkg. 

Steris # PCCOlO 

INK, STAMP PAD, BLACK, ROLL-ON, 

2 OZ. BOTTLE 

# SAN-58701 














































































































































WESTNET INC. 

WESTNET INC. 

WESTNET INC. 

WESTNET INC. 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

WESTNET INC. 

WESTNET INC. 

WESTNET INC. 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

WESTNET INC. 

WESTNET INC. 

WESTNET INC. 

GREENE RUBBER COMPANY 

GREENE RUBBER COMPANY 

VWR Scientific Company 

Doe & Ingalls Inc. 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

VWR Scientific Company 

WESTNET INC. 

WESTNET INC. 

Fisher Scientific 

Fisher Scientific 

WESTNET INC. 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

Medline Industries Inc. 

Fisher Scientific 

Fisher Scientific 

VWR Scientific Company 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Fisher Scientific 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

WESTNET INC. 

WESTNET INC. 

NEW ENGLAND OFFICE SUPPLY 
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INK, STAMP PAD, RED, ROLL-ON, _ 

Inoculating Loop, lOul, 

Inoculating Needle, 

INSERT, BLANK, 1/3 CUT TAB, 3 1/2", 

INSERT, BLANK, 1/5 CUT TAB, 2", _ 

IODINE, SUBLIMED, 125 G., _ 

IR-110, Developer 

IR-110, Fuser Oil _ 

IR-110, Toner 2/Pkg. 

Jar, 

KIT, SPILL, CLEAN UP, ACID _ 

KIT, SPILL, CLEAN UP, CAUSTIC _ 

KIT, SPILL, CLEAN UP, MERCURY _ 

KIT, SPILL, CLEAN UP, SOLVENT _ 

LABEL, BIOHAZARD, W/EMBLEM, 1" circle 
LABEL, BIOMEDICAL MATERIAL, WITH 

LABEL, GENERAL MAILING, 4" X 3", _ 

LABEL, GUMMED, 1" X 1 1/2", _ 

Label, Mailing, _ 

Label, Mailing, _ 

Label, Mailing, _ 

Label, Mailing, _ 

Label, Mailing, _ 

Label, Mailing, _ 

Label, Mailing, _ 

Label, Mailing, 

Label, Mailing, 

Label, Mailing, 

Label, Mailing, 

Label, Mailing, 

Label, Mailing, 

Label, Mailing, 

Label, Mailing, 

Label, Mailing, 

LABEL, SELF ADHESIVE, 

LABEL, SELF ADHESIVE, _ 

LABEL, SELF ADHESIVE, 1/2" DIA _ 

LABEL, SELF ADHESIVE, FILE FOLDER, 

LABEL, SELF-ADHESIVE, 2" X 4 5/8", _ 

LAMP, FLUORESCENT, #F14T12/C\A/ _ 

LAMP, FLUORESCENT, #F15T8-D _ 

LAMP, FLUORESCENT, #F20T12/C\A/ _ 

LAMP, FLUORESCENT, #F30T12/C\A//RS/E\A/ 
LAMP, FLUORESCENT, #F32T8/TL741 
LAMP, FLUORESCENT, #F40/C\A//RS/E\A/II 
LAMP, FLUORESCENT, #F40/C\A//U6_ 


2 OZ. BOTTLE _ 

sterile, disposable, 600/Pkg 
Disposable; Sterile; Yellow; 1000/Pkg. 

100/PKG. 

100/PKG. _ 

BAKER #2208 _ 

Reserved for Print Shop 
Reserved for Print Shop 
Reserved for Print Shop 
1 OZ., \A/ide Mouth, 432/Case 
NULL 

NULL _ 

NULL _ 

NULL _ 

lOOO/ROLL _ 

BIOHAZARD EMBLEM, 2 1/2" X 4" _ 

\A//RETURN ADDRESS, STATE LAB INST., lOOO/PKG. 

lOOO/ROLL _ 

ML-RF-2-10, Pertussis Culture / PCR _ 

ML-STDs-2-09, STD/ Single 

ML-HV-2-06, HIV/Single _ 

ML-EN-1-07, Enteric _ 

ML-TB-2-07,TB Culture _ 

ML-ST-1-06, Syphilis Serology / Multiple _ 

ML-ST-2-06, STD 

ML-TB-1-07, TB Quantiferon _ 

ML-CS-1-06, Subculture Category B _ 

ML-HV-2-07, HIV/Multiple 

ML-HV-1-06, Hepatitis / Multiple _ 

ML-HV-1-06, Hepatitis/Single _ 

ML-ST-3-06, Pertussis Serology _ 

ML-RF-3-06, Legionella 

ML-VI-1-06, Respitatory Virus Kit _ 

ML-RF-2-06, Parasitology 
3/4" X 1 1/2", 500/PKG. 

1 1/2" X 4", 160/PKG. _ 

1000/PKG. _ 

9/16" X 3 7/16", 248/PKG. _ 

RED BORDER, 32/PKG. _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL 
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NEW ENGLAND OFFICE SUPPLY 

VWR Scientific Company 

Fisher Scientific 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

VWR Scientific Company 

Cam Office Services 

Cam Office Services 

Cam Office Services 

VWR Scientific Company 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Diversified Business Sys 

Fisher Scientific 

The Instant Printing/Execuprint 

Unlimited Sales/Ned Conway 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

IN-HOUSE PRINTING 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

PHASE ONE OFFICE PRODUCTS 

ELECTRICAL SPEC. & SUPPLY 

BRANCH ELECTRIC SUPPLY COMPANY 

ELECTRICAL SPEC. & SUPPLY 

ELECTRICAL SPEC. & SUPPLY 

ELECTRICAL SPEC. & SUPPLY 

ELECTRICAL SPEC. & SUPPLY 

ELECTRICAL SPEC. & SUPPLY 
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LAMP, FLUORESCENT, #F48/PG/17CW 

NULL 

F48/PG/17/CW 

LAMP, FLUORESCENT, #F48T12/CW/VHO 

NULL 

F/48/T12/CW/VHO 

LAMP, FLUORESCENT, #F72T12/CW/HO 

NULL 

F72-T12/CW/HO 

LAMP, GERMICIDAL, #G30T8 

NULL 

# G30T8 

LAMP, GERMICIDAL, #G64T6 

NULL 

# G64T6 

LAMP, INCANDESCENT, 

40 WATT/130 VOLT, MEDIUM BASE 

40A/34/EW 

LAMP, INCANDESCENT, #1460 

NULL 

# 1460 

LAMP, INCANDESCENT, 150 WATTS, 

130 VOLTS, MEDIUM BASE 

150A-135WM 130V 

LAMP, INCANDESCENT, 200 WATT, 

130 VOLT, MEDIUM BASE 

200A/125-130 

LAMP, INCANDESCENT, 6 WATT, 

130 VOLT, CANDELABRA BASE 

# 6-S-6 

LAMP, INCANDESCENT, 60 WATT, 

120 VOLTS, MEDIUM BASE 

# 12623 

LAMP, INCANDESCENT, 90-100 WATT, 

130 VOLTS, MEDIUM BASE 

# 12625 

LAMP, INCANDESCENT, FLOOD, 90 WATT 

130 VOLTS, PAR 38, 

90PAR/H/FL30 

LAMP, MICROSCOPE, 10 WATT,6 VOL 

OSRAM #5001 

OSRAM # 5001 

LAMP, MICROSCOPE, 50 WATT, 

OSRAM #HBO50WLl 

HBO/50W/AC/L-1 

LINER, CENTRIFUGE BOWL, 

13 1/4" X 28 3/4", 100/PKG. 

13 CF 5 

LINER, CORRUGATED CARDBOARD, FOR 

MULTIPLE SYPHILIS SEROLOGY, MAILING CONTAINER, 5 1/2" x 7 1/2" 


LPH-SE, GERMICIDAL DETERGENT 

1 GALLON, STERIS #6466-08, RQC ITEM,BIO USE ONLY 


MAGNESIUM CHLORIDE, 6-HYDRATE, 

CRYSTAL, 500 G., BAKER #2448, RQC ITEM 

BAKER # 2448-01 

MAGNESIUM SULFATE, 7-HYDRATE, 

CRYSTAL, 500 G., BAKER #2504, RQC ITEM 

BAKER # 2504-01 

MARKER, CHINA, PAPER WRAPPED, 

YELLQW 

# SAN-02083 

MARKER, CHINA, PAPER WRAPPED, BLACK 

NULL 

# SAN 02089 

MARKER, CHINA, PAPER WRAPPED, BLUE 

NULL 

# SAN-02072 

MARKER, CHINA, PAPER WRAPPED, RED 

NULL 

# SAN 02059 

MARKER, CHISLE POINT, BLACK 

NULL 

# AVE-27158 

MARKER, CHISLE POINT, YELLOW, 

HIGHLIGHTER 

# AVE-07742 

MARKER, FINE POINT, BLACK, 

SHARPIE #3000 

# SAN-30001 

MARKER, FINE POINT, BLUE, 

SHARPIE #3000 

# SAN-30003 

MARKER, FINE POINT, GREEN, 

SHARPIE #3000 

# SAN-30004 

MARKER, FINE POINT, PURPLE, 

SHARPIE #3000 

# SAN-30008 

MARKER, FINE POINT, RED, 

SHARPIE #3000 

# SAN-30002 

Mask, 

Particulate Respirator, N95, 3M-8210, 20/Pkg. 

# 56222-362 

Mask, 

Particulate Respirator, N95, 3M-8511,10/Pkg. 

3M-8511 

Mask, 

Particulate Respirator, P95, North-8140,10/Pkg. 

89033-096 

Mask, 

Particulate Respirator, N95, 3M-9211,10/Pkg. 

43300-859 

Mask, 

Particulate Respirator, N95, Moldex-2301, Small, 10/pkg 

56219-008 

Mask, 

Particulate Respirator, N95, Moldex-2300, Med-Lg, 10/pkg 

56219-020 

MASK, SURGICAL, TIE ON STYLE, 

DISPOSABLE 

# 7505-PG 

MATCHES, SAFTY, WOODEN-STICK 

NULL 

# 12-075 

METHANOL, ABSOLUTE, LOW IN ACETONE, 

4 L., BAKER #9070 

BAKER # 9070-05 

METHANOL, ABSOLUTE, LOW IN ACETONE, 

500 ml. BAKER #9070 

BAKER #9070-11 

METHANOL, PURIFIED, 4 L, 

BAKER #9076 

BAKER # 9076-03 

MICRITUBES, TITERTEK, STERILE, 

96/RACK, 960/PKG. 

# 223-9395 

Misc, Sterile Tyvek Products 

Delivered to Mattapan Site 

VBQ# 2575796 

Misc. Stockroom Supplies Shipped to Dock B 

State PO # 5118-1089 ( 150 cases Fisher # 12-565-221) 

Supplies 

MITTENS, ZETEX, 14" 

NULL 

#11-392-10 











































































































































GEM PEERLESS COMPANY 

BRANCH ELECTRIC SUPPLY COMPANY 

ELECTRICAL SPEC. & SUPPLY 

STANDARD ELECTRIC SUPPLY 

STANDARD ELECTRIC SUPPLY 

ELECTRICAL SPEC. & SUPPLY 

GERBER ELECTRONICS COMPANY 

ELECTRICAL SPEC. & SUPPLY 

ELECTRICAL SPEC. & SUPPLY 

GERBER ELECTRONICS COMPANY 

BRANCH ELECTRIC SUPPLY COMPANY 

BRANCH ELECTRIC SUPPLY COMPANY 

BRANCH ELECTRIC SUPPLY COMPANY 

MARCON INSTRUMENT COMPANY 

BARBIZON LIGHT OF N.E. 

SHARPLES / PENWALT CORPORATION 

LANCASTER PACKAGING 

Biologies Program 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

W. B. Mason 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

VWR Scientific Company 

WESTNET INC. 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

TRANS MED USA INC 

Fisher Scientific 

VWR Scientific Company 

Doe & Ingalls Inc. 

VWR Scientific Company 

Bio-Rad Labs - Research Products 

VWR Scientific Company 

Biologies Program 

Fisher Scientific 
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N-ACETYL-DL-TRYPTOPHAN _ 

NEEDLE, 26 g.; 1/2", DISPOSABLE, _ 

OIL, IMMERSION, CARGILLE, TYPE A, 

OIL, SILICON, RICOH COPIER, _ 

p-DIMETHYLAMINO BENZALDEHYDE, 25 g. 

PAD, CLEANING, SCREEN, C.R.T. _ 

PAD, CROSS SECTION PAPER, WHITE 
PAD, POST-IT-NOTE, CANARY, 3" X 3". 

PAD, POST-IT-NOTE, CANARY, 3" X 5" 

PAD, RULED, PAPER, CANARY, _ 

PAD, RULED, PAPER, CANARY, _ 

PAD, RULED, PAPER, WHITE, 5" X 8" 

PAD, RULED, PAPER, WHITE, 8 1/2" X 11" 
PAD, SCRATCH, PAPER, WHITE, 3" x 5" 

PAD, SCRATCH, PAPER, WHITE, 4" X 6" 

PAD, SCRATCH, PAPER, WHITE, 5" X 8" 

PAD, SOAP, METAL FIBER, 15/Pkg., _ 

PAD, STAMP, BLACK, #1 _ 

PAD, STAMP, BLACK, #2 _ 

PAD, STAMP, RED, #1 _ 

PAD, STAMP, RED, #2 _ 

PAN, DUST, 12" _ 

PAPER, 3 HOLE, LOOSE LEAF FILLER, 

PAPER, ADDING MACHINE, 2 1/4" _ 

PAPER, BIBULOUS, 4" x 6", 50/PKG. 

PAPER, CARBON, BLACK, 8 1/2" x 11", 
PAPER, COCKLE BOND, WHITE, SUB 20, 
PAPER, COCKLE BOND, WHITE, SUB 20, 
PAPER, COCKLE BOND, WHITE, SUB 20, 
PAPER, COCKLE BOND, WHITE, SUB 24, 
PAPER, CONTINUOUS FORM, GREEN BAR, 
PAPER, CONTINUOUS FORM, WHITE, 

PAPER, COPIER, BLUE, SUB 20, _ 

Paper, Copier, Buff, 

PAPER, COPIER, CANARY, SUB 20, _ 

Paper, Copier, Cherry, 

PAPER, COPIER, GOLDENROD, SUB 20, 
Paper, Copier, Gray, 

PAPER, COPIER, GREEN, SUB 20, _ 

Paper, Copier, Lilac, 

PAPER, COPIER, PINK, SUB 20, _ 

Paper, Copier, Salmon, 

Paper, Copier, Turquoise, 

PAPER, COPIER, WHITE, SUB 20, 

PAPER, COPIER, WHITE,LEGAL SIZE _ 

PAPER, FILTER, 12.5 CM., 100/PKG._ 


1 KG., AJINOMOTO #N-AC-DL-TRP, RQC ITEM 

STERILE, 100/PKG. _ 

LOW VISCOSITY, 1 pt. _ 

16 oz./BOTTLE _ 

BAKER #J418 _ 

NULL _ 

10 SQUARES/INCH, 8 1/2" x 11" _ 

NULL _ 

NULL _ 

8 1/2" X 14'' _ 

8 1/2" X 11" _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

NULL _ 

WHITE, RULED, 8 1/2" x 11"„ 100/PKG. _ 

NULL _ 

NULL _ 

100/PKG. _ 

8 1/2" X 11", LETTERHEAD,, C.D., 500/PKG. 

8 1/2" X 11", LETTERHEAD,, S.L.I., 500/PKG. 

8 1/2" X 11", LETTERHEAD,, U.IVI.M.C., 500/PKG. 

8 1/2" X 11", 500/PKG. _ 

20 LB., 11" X 14", 2600/PKG. _ 

20 LB., 9 1/2" X 11", 2400/PKG. _ 

8 1/2" X 11”, 500/PKG. _ 

Sub 20, 8 1/2" X 11", 500/Pkg. _ 

8 1/2" X 11", 500/PKG. _ 

Sub 20, 8 1/2" X 11", 500/Pkg. _ 

8 1/2" X 11", 500/PKG. _ 

Sub 20, 8 1/2" X 11", 500/Pkg _ 

8 1/2" X 11", 500/PKG. _ 

Sub 20, 8 1/2" X 11", 500/Pkg. _ 

8 1/2" X 11", 500/PKG. _ 

Sub 20, 8 1/2" X 11", 500/Pkg. _ 

Sub 20, 8 1/2" X 11", 500/Pkg. _ 

8 1/2" X 11", 500/Pkg. _ 

8 1/2" X 14", 500/PKG. _ 

NULL 


N-AC-DL-TRP 

# 8881-250321 

# 12-368B 

# FO-40 _ 

BAKER #J418-3 

REA-RR1260 

#TOP-33101 

SPR-19783 

SBC23035 

TOP-74920 

# UNV-42000 

#TOP-74830 
RIV 04710 
#2730 _ 

# EXP 72118 

# EXP 62118 

# 680044 

# AVE-21081 

# AVE-21-082 

# AVE-21071 

# AVE-21072 

#712 _ 

# UNV-20911 

# EXP 20216 

# 11-998 
#CAR-1155L 


Atlas Bond 

#PPD-140 _ 

CAT #4 GROUP B 
GROUP 1 FUSION 

GROUP 1 FUSION 

GROUP 1 FUSION 

GROUP 1 FUSION 

GROUP 1 FUSION 


Great White 
CAT # 1 
092-130 
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Biologies Program 

SHERWOOD MED/ARGYLE DIVISION 

Fisher Scientific 

Cam Office Services 

Doe & Ingalls Inc. 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

Corporate Express 

Corporate Express 

NEW ENGLAND OFFICE SUPPLY 

Mansfield Paper Company 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

Corporate Express 

EDISON CHEMICAL COMPANY 

W. B. Mason 

Corporate Express 

Fisher Scientific 

PHASE ONE OFFICE PRODUCTS 

Central Reproduction 

Central Reproduction 

Central Reproduction 

LindenmeyrMunroe/Ctrl Natl Gottesma 

Northeast Data Products 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

CURTIN MATHESON SCIENTIFIC 
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PAPER, FILTER, 25 CM., GRADE #613, 

100/PKG. 

# 28310-172 

PAPER, FILTER, 4.25 CM., WHATMAN 

100/PKG, 

# 09-805A 

PAPER, INDEX, CANARY, #110, 

8 1/2" X 11", 250/PKG. 

GROUP D1 

PAPER, INDEX, WHITE, #110, 

8 1/2" X 11", 250/PKG. 

GROUP D1 

PAPER, LENS, 4" X 6", 50/PKG. 

NULL 

# 52846-001 

PAPER, THERMAL, 8 1/2" x 328' ROLL, 

FOR PITNEY BOWES FACSMILE SYSTEMS 

# 801-8 

PAPER, TOILET TISSUE, JUMBO ROLL, 

12/CASE 

# 7506280 

PAPER, WHITE, 20 LB., Perferated 

8 1/2" X 3 2/3", 7500/CS. 

# 04120 

PAPER, WRAPPING, BROWN, KRAFT 40LB. 

24" ROLL 

# 70-8008 

PAPER, WRAPPING, BROWN, KRAFT 40LB. 

18" ROLL 

110151 

PAPER, WRAPPING, BROWN, KRAFT 40LB. 

24" ROLL 

# DL 24409 

PAPER, WRAPPING, BROWN, KRAFT 50LB. 

18" ROLL 

# 11025 

PAPER, WRAPPING, BROWN, KRAFT 60LB. 

24" ROLL 

# 11036 

PARAFILM, 10 cm. x 38 m. ROLL 

NULL 

GM996 

PEN, 

BALL POINT, RETRACTABLE, BLACK, MEDIUM 

BICCSMllBK 

Pen, 

Ball Point, Blue, Medium 

PAP3311131 

Pen, 

Ball Point, Retractable, Blue, Medium 


PEN, BALL POINT, BLACK, MEDIUM 

NULL 

PAP 3331131 

PEN, BALL POINT, RED, MEDIUM 

NULL 

PAP3321131 

PEN, BALL POINT, RETRACTABLE, 

RED, MEDIUM 

CM-2-MED-RED 

PEN, FELT TIP, BLACK, FINE POINT 

NULL 

FELT TIP-BLACK 

PEN, FELT TIP, BLUE, FINE POINT 

NULL 

SAN-38013 

PEN, FELT TIP, RED, FINE POINT 

NULL 

FELT TIP-RED 

PEN, SNAP ON FIBER TIP, DISPOSABLE, 

FORMA #245231 

# 245231 

PEN, SNAP ON FIBER TIP, DISPOSABLE, 

GRAPHIC #39 

82-39-0302-06 

PENCIL, #2, 12/PKG 

NULL 

PAP-12235 

PETROLATUM, WHITE, 500 g.. 

NULL 

# P66-1LB 

PETROLEUM ETHER, 30-60'C., 4 L, 

BAKER #9265 

BAKER #9265-03 

PHENOL, LIQUIFIED, 500 ML, 

BAKER#2864 

BAKER # 2864-01 

Pipet, 

Transfer Pipet, 6mL, 9" Length, Standard Bulb, Sterile, 500/Case 

13-711-38 

Pipet, 

Transfer Pipet, 5.8mL, 6” Length, Large Bulb, Sterile, 500/Case 

14670-282 

PIPET, PASTEUR, 6", 

Flint Glass, DISPOSABLE 1000/PKG. 

7095B-5X 

PIPET, PASTEUR, 6", 

Borosilicate Glass, DISPOSABLE, 1000/PKG. 

# 13-678-30B 

Pipet, Pasteur, 9", 

Flint Glass, Disposable, 1000/cs. 

7095D-9 

Pipet, serologal, polystyrene. 

25 ml, wrapped 50/bag, disposable, sterile 200/Pkg. 

53106-195 

PIPET, SEROLOGICAL, POLYSTYRENE, 

10 ml., INDIVIDUAL WRAP, DISPOSABLE, STERILE, 200/PKG. 

Corning # 4488 

PIPET, SEROLOGICAL, POLYSTYRENE, 

1 ml., WRAPPED 25/BAG, DISPOSABLE,, STERILE, 1000/PKG. 

Corning # 4010 

PIPET, SEROLOGICAL, POLYSTYRENE, 

5 ML., INDIVIDUAL WRAP, DISPOSABLE,, STERILE, 200/PKG. Corning # 4487 

Corning # 4487 

PLATE, MICROTITRATION, POLYSTYRENE, 

96 U WELLS, DISPOSABLE, STERILE,, NUNC #268152,180/PKG. 

# 735-20-506 

PLATE, MICROTITRATION, POLYSTYRENE, 

96 V WELLS, DYNA-TECH #001-010-2605, 50/PKG. 

# 14-245-72 

PLATE, MICROTITRATION, POLYSTYRENE, 

96 FLAT WELLS, COSTAR #3590,, 100/PKG. 

# 3590 

PLATE, TISSUE CULTURE, POLYSTYRENE, 

96 FLAT WELLS, COSTAR #3596, 48/PKG 

# 07-200-90 

POTASSIUM CHLORIDE, CRYSTAL, 500 G. 

BAKER #3040 

BAKER # 3040-01 

POTASSIUM HYDROXIDE, PELLETS, 

500 G. BAKER #3140 

BAKER #3140-01 

POTASSIUM IODIDE, GRANULAR, 500 g.. 

BAKER #3162 

BAKER #3162-01 

POTASSIUM PERMANGANATE, CRYSTAL, 

500 g., BAKER #3228 

BAKER #3228-01 













































































































































VWR Scientific Company 

Fisher Scientific 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

VWR Scientific Company 

PITNEY BOWES COMPANY 

U.S. Foodservice 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LANCASTER PACKAGING 

LindenmeyrMunroe/Ctrl Natl Gottesma 

W. B. Mason 

LindenmeyrMunroe/Ctrl Natl Gottesma 

LindenmeyrMunroe/Ctrl Natl Gottesma 

WESTNET INC. 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

W. B. Mason 

W. B. Mason 

Government Scientific Source /Liz 

Government Scientific Source /Liz 

W. B. Mason 

Fisher Scientific 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Fisher Scientific 

VWR Scientific Company 

WESTNET INC. 

Fisher Scientific 

WESTNET INC. 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

Fisher Scientific 

WESTNET INC. 

Fisher Scientific 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 
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POTASSIUM PHOSPHATE, DIBASIC, 

POWDER, 500 G., BAKER #3254, RQC ITEM 

BAKER #3254-01 

POTASSIUM PHOSPHATE, MONOBASIC, 

CRYSTAL, 500 g., BAKER #3246, RQC ITEM 

BAKER #3246-01 

PROCESS LCS (RQC ITEM) 

SODIUM HYPOCHLORITE CLEANING, SOLUTION,RQC ITEM, BIO USE ONLY 

STERIS#1J704D 

PROCESS NPD, GERMICIDAL DETERGENT 

1 GALLON, STERIS #6390-08, RQC ITEM 


PUSH-PIN, PLASTIC HEAD, ASSORTED 

COLQRS, 100/P KG. 

# OIC-92610 

Reinforcements, Self-Adhesive, 1/4" Hole Dia. 

200/Pkg. 

UNV-37102 

REMOVER, STAPLE 

NULL 

# EXP 90020 

RIBBON, CALCULATOR, NYLON, 

BLACK & RED, C-WIND SPQQL, 

# NUK-BR80C 

RIBBON, LIFT OFF CORRECTION TAPE, 

IBM "SELECTRIC" II & III, #1136433 

IBM # 1136433 

RIBBON, LIFT OFF CORRECTION TAPE, 

QLIVETTI # ET-109, #7289816 

#910 

RIBBON, LIFT OFF CORRECTION TAPE, 

IBM WHEELWRITER, # 1-337-765 

IBM # 1337765 

RIBBON, PRINTER, EPSON # LQ-1000 

NULL 

# LQ-1000 

RIBBON, PRINTER, EPSON # LQ-1500 

NULL 

# LQ-1500 

RIBBON, PRINTER, NEC # P-2 & P-6 

NULL 

NEC# P-2, P-6, 

RIBBON, PRINTER, NEC # P-3 & P-7 

NULL 

# P-3, P-7, 

RIBBON, PRINTER, NEC# P-5 

NULL 

# P-5 

RIBBON, PRINTER, NEC # P5200/P5300 

NULL 

# EXP 25219 

RIBBON, PRINTER, OKIDATA #93 

NULL 

Okidata # 93 

RIBBON, PRINTER, PANASONIC # 1090 

1091/1092/KX-P115 

# PAN-KX-P115 

RIBBON, PRINTER, PANASONIC #1093 

NULL 

# 1093 

RIBBON, TYPEVYRITER, IBM "SELECTRIC" 

MT/ST & MAG CARD 1, #1136108 

1136108 

RIBBON, TYPEVYRITER, IBM #1136182 

NULL 

02-1136182 

RIBBON, TYPEWRITER, IBM WHEELWRITER 

#1380999 

LEX-1380999 

RIBBON, TYPEWRITER, OLIVETTI 

#ET-109, #7890345 

# ET-109 

RULER, FLEXIBLE, VINYL, 6" 

NULL 

# 09-016 

RULER, WOOD, 12" 

NULL 

# EXP-90023 

RULER, WOOD, 18" 

NULL 

# ACM-05018 

SCISSORS, PAPER OR CLOTH, 8" 

NULL 

# UNV-92006 

SCISSORS, SURGICAL, BLUNT TIPS, 

171 mm. 

# 13-804-8 

SCISSORS, SURGICAL, SHARP & BLUNT 

TIPS, 165 mm. 

# 13-810-2 

SCISSORS, SURGICAL, SHARP & BLUNT 

TIPS, 115 mm. 

# 08-950 

SEAL, ALUMINUM, 13 MM., SILVER 

PN 10-010,RQC ITEM, #51131015 

51131015 

SEAL, ALUMINUM, 20 MM., SILVER 

#51201125,RQC ITEM 


SEAL,13MM,RED,FLIP-OFF,TRUEDGE 

PN 10-003,RQC ITEM 

54130043 

SEAL,20MM,RED,FLIP-OFF,TRUEDGE 

PN 10-012,RQC ITEM 

54202054 

SHEET, CORRUGATED, CARDBOARD, 

7" X 9" 

7x9 SW Pad 

Shoecover, Non-Conductive, 400/Case 

NULL 

# 56613-804 

SLEEVES, TYVEK, 18", 200/PKG. 

NULL 

1181 

SLIDE, MICROSCOPE, GLASS, FROSTED 

END, 25 MM. X 75 MM., 144/PKG. 

# 12-552-3 

SOAP, HAND, LOTION, 1 L. 

NULL 

# 1206-K2 

Soap, medicated lotion soap, 15 oz. 

NULL 

# 21899-800 

SODIUM ACETATE, TRIHYDRATE, 

CRYSTAL, 500 G., BAKER #3462, RQC ITEM 

BAKER #3462-1 

SODIUM ACETATE, TRIHYDRATE, CRYSTAL 

12 KG., BAKER #3461,RQC ITEM 

BAKER #3461-07 

SODIUM BICARBONATE, POWDER, 2.5 KG. 

BAKER #3506 

BAKER # 3506-05 

SODIUM BICARBONATE, POWDER, 500 g.. 

BAKER#3506 

BAKER #3506-1 

SODIUM CARBONATE, ANHYDROUS, 

POWDER, 500 g., BAKER #3602 

BAKER #3602-01 
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Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Biologies Program 

Doe & Ingalls Inc. 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 

PHASE ONE OFFICE PRODUCTS 

G.A. Blanco And Sons, Inc. 

NATIONAL RIBBON SERVICE INC 

G.A. Blanco And Sons, Inc. 

G.A. Blanco And Sons, Inc. 

G.A. Blanco And Sons, Inc. 

G.A. Blanco And Sons, Inc. 

G.A. Blanco And Sons, Inc. 

G.A. Blanco And Sons, Inc. 

NEW ENGLAND OFFICE SUPPLY 

G.A. Blanco And Sons, Inc. 

NEW ENGLAND OFFICE SUPPLY 

G.A. Blanco And Sons, Inc. 

HAMMOND OFFICE PRODUCTS 

BLAKE & REBHAN COMPANY 

NEW ENGLAND OFFICE SUPPLY 

RELIABLE RIBBONS INC 

Fisher Scientific 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Biologies Program 

Biologies Program 

Biologies Program 

Biologies Program 

LANCASTER PACKAGING 

WESTNET INC. 

WESTNET INC. 

Fisher Scientific 

VWR Scientific Company 

VWR Scientific Company 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

VWR Scientific Company 

Doe & Ingalls Inc. 

VWR Scientific Company 
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SODIUM CHLORIDE, CRYSTAL, 12 KG. 

BAKER #3624,RQC ITEM 

BAKER # 3624-07 

SODIUM CHLORIDE, CRYSTAL, 500 G., 

BAKER #3624 

BAKER #3624-01 

SODIUM CHLORIDE, GRANULAR, USP, 2.5KG 

BAKER #3628, RQC ITEM 

BAKER # 3628-05 

SODIUM CITRATE, DIHYDRATE, GRANULAR 

500 g., BAKER #3646 

BAKER # 3646-01 

SODIUM HYDROXIDE, PELLETS, 2.5 kg.. 

BAKER #3728,RQC ITEM 

BAKER # 3728-05 

SODIUM HYDROXIDE, PELLETS, 500 G. 

BAKER #3722 

BAKER #3722-01 

SODIUM NITRATE, CRYSTAL, 500 g.. 

BAKER #3770 

BAKER # 3770-01 

Sodium Phosphate, 

Dibasic, Anhydrous, USP, 1 kg. Baker # 3827, RQC Item 

# 3827-19 

SODIUM PHOSPHATE, DIABASIC, 

ANHYDROUS, POWDER, 2.5 KG., BAKER # 3828, RQC ITEM 

BAKER # 3828-05 

SODIUM PHOSPHATE, DIBASIC, 

ANHYDROUS, POWDER, 500 g.„ BAKER #3828 

BAKER # 3828-01 

SODIUM PHOSPHATE, MONOBASIC, 

MONOHYDRATE, CRYSTAL, 500 J.T.BAKER #3820,RQC ITEM 

BAKER # 3820-01 

SODIUM PHOSPHATE, MONOBASIC, 

MONOHYDRATE, CRYSTAL, 2.5 kg.„ BAKER #3818 

BAKER # 3818-05 

SODIUM PHOSPHATE, MONOBASIC, 

MONOHYDRATE, CRYSTAL, 12 KG., BAKER #3821,RQC ITEM 

BAKER #3821-07 

SODIUM PHOSPHATE, TRIBASIC, 

12-HYDRATE, CRYSTAL, 500 g.„ BAKER #3836,RQC ITEM 

BAKER #3836-01 

SODIUM SILICATE, 1 LB. MCB #SX755 

NULL 

# EM-SX0755-6 

Spatula, 

V-Scoop, 9 3/4" Length, Sterile, 100/Case 

14-245-98 

SPONGE, CELLULOSE, 2" X 4" X 7" 

NULL 

# COM-M4 

SPONGE, STAINLESS STEEL 

NULL 

# COM-SSS 

SPOR-KLENZ CONCENTRATE 

CAT#6520-26 IQT RQC ITEM, BIQ USE QNLY 

STERIS#6520-26 

Staple Cartridge 

Ricoh Copier - AFICIQ 1075 

9859 

Staple Cartridge, 

Ricoh Copier, Model # 2550, 3350, 5000, 6001, 

9859 / 410802 Type K 

Staple Cartridge, 

Ricoh Copier, Model 906, 5/Pkg. 

413026 Type M 

STAPLE CARTRIDGE, COPIER, CANON 

MODEL #IR-5000 3/Pkg 

F23-5705-000 

STAPLE CARTRIDGE, COPIER, RICOH 

MODEL #4527. 

TYPE-D 

STAPLE CARTRIDGE, RICOH COPIER, 

MODEL 4421 & 6750 

#TYPE-C 

STAPLE CARTRIDGE, RICOH COPIER, 

AFICIO # 1022, 220 & 350, 5/PKG 

TYPE G 

STAPLE CARTRIDGE, RICOH COPIER, 

AFICIO # 401,450,500,650 5/PKG. 

TYPE F 

STAPLER, #1 STANDARD 

NULL 

# UNV-43118 

STAPLES, ttl, 5000/PKG. 

NULL 

#SWI 35108 

STER-AHOL, MIST, 70% USP ETHANOL 

llOZ., VELTEK #DTSER-WFI-SP-70, RQC ITEM,BIQ USE ONLY 


STOPPER CORK, LABORATORY GRADE, 

SIZE #4, 500/PKG. 

# 07-782G 

STOPPER, BUTYL, 13 mm., FLANGE 

V-32,1888 GRAY,#10121507,RQC ITEM 

#10121507 

STOPPER, BUTYL, 20 mm., FLANGE 

WEST CO.#10144555,S-128,RQC ITEM 

10144555 

STOPPER, CORK, GRADE XXX, 

SIZE #2, 500/PKG. 

# 07-782E 

STOPPER, CORK, GRADE XXXX, 

SIZE #5, 500/PKG. 

# 23420-173 

STOPPER, CORK, GRADE XXXX, 

SIZE #6 

# 23420-184 

SUCROSE, CRYSTAL, 12 KG. 

SPECTRUM # SU103-18,RQC ITEM 

#SU103-18 

SULFURIC ACID, 2.5 L, BAKER # 9681 

NULL 

BAKER #9681-33 

SURGE PROTECTOR, 3 MODE, 6 OUTLETS, 

6 FOOT POWER CORD 

TRPTLP602 

Swab, Polyester, Nasophary, 

100/pkg 

lOOlD 

SYRINGE, 10 cc., 20 g.; 1 1/2" 

NEEDLE, LUER LOK TIP, 100/PKG. 

# SS10L2038 

SYRINGE, 12 cc., 20 g.; 1 1/2" 

NEEDLE, DISPOSABLE, STERILE, 80/PKG 

#512662 

SYRINGE, 20 CC., LUER LOK TIP, 

DISPOSABLE, STERILE, 50/PKG. 

# 3SS-20L 

SYRINGE, 3 cc., 21 g.; 11/2" 

NEEDLE, DISPOSABLE, STERILE,, 100/PKG. 

# 3SS-03L2138 

SYRINGE, 3 cc., 23 g.; 1" NEEDLE, 

DISPOSABLE, STERILE, 100/PKG. 

# 3SS-03L2325 

SYRINGE, 3 cc., 25 g.; 5/8" NEEDLE, 

DISPOSABLE, STERILE, 100/PKG. 

# 3SS-03L2516 
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Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

VWR Scientific Company 

Doe & Ingalls Inc. 

VWR Scientific Company 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

VWR Scientific Company 

Doe & Ingalls Inc. 

VWR Scientific Company 

Doe & Ingalls Inc. 

Doe & Ingalls Inc. 

VWR Scientific Company 

Fisher Scientific 

JAROL COMPANY 

JAROL COMPANY 

Biologies Program 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

OFFTECH 

OFFTECH 

OFFTECH 

OFFTECH 

W. B. Mason 

NEW ENGLAND OFFICE SUPPLY 

Doe & Ingalls Inc. 

Fisher Scientific 

Biologies Program 

Biologies Program 

Fisher Scientific 

VWR Scientific Company 

VWR Scientific Company 

Doe & Ingalls Inc. 

VWR Scientific Company 

W. B. Mason 

VWR Scientific Company 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

WESTNET INC. 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 
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SYRINGE, 3 CC., LUER LOKTIP, 

DISPOSABLE, STERILE, 100/PKG. 

SYRINGE, 5 CC., 20 G.; 1 1/2" 

NEEDLE, LUER LOKTIP, DISPOSABLE,, STERILE, 100/PKG. 

SYRINGE, 6 CC., 21 g.; 11/2" 

NEEDLE, DISPOSABLE, STERILE, 50/PKG 

SYRINGE, 6 CC., LUER LOKTIP, 

DISPOSABLE, STERILE, 100/PKG. 

SYRINGE, 60 CC., LUER LOK TIP, 

DISPOSABLE, STERILE, 20/PKG. 

SYRINGE, GLASS, 1 cc., STAINLESS 

THREADED TIP 

SYRINGE, INSULIN, 1 CC., 27 G.; 

1/2" NEEDLE, DISPOSABLE, STERILE,, 100/PKG. 

SYRINGE, TUBERCULIN, 1 CC., 

DISPOSABLE, STERILE, 100/PKG. 

SYRINGE, TUBERCULIN, 1 CC., 25 G. 

5/8" NEEDLE, DISPOSABLE, STERILE,, 100/PKG. 

SYRINGE, TUBERCULIN, 1 cc., 26 g.; 

3/8" NEEDLE, DISPOSABLE, STERILE,, 100/PKG. 

SYRINGE, TUBERCULIN, GLASS, 1 cc.. 

GLASS LUER TIP 

TAB, HANGING FILE FOLDER, 1/3 CUT, 

25/PKG. 

TAB, HANGING FILE FOLDER, 1/5 CUT, 

25/PKG. 

TABBING, SELF-ADHESIVE, MYLAR, 

BLUE, 1 FT./PKG. 

TABS, VYALL MOUNTING, 1/2" X 3/4" 

48/PKG. 

TACK, THUMB, 7/16" HEAD, 100/PKG. 

NULL 

TAG, MARKING, STRUNG, VYHITE, 

1 9/32" X 7/8", 1000/PKG. 

TAG, METAL RIM, STRUNG, VYHITE, 

1 1/4" DIA., 50/PKG. 

TAG, SHIPPING, STRUNG, MANILA, 

4 1/4" X 2 1/8", 1000/PKG. 

TAPE, AUTOCLAVE, ON 3" CORE, 1" 

WIDE X 2160" 

TAPE, CARTON SEALING, GUMMED, 

FIBER REINFORSED, 3” X 375' 

TAPE, INDICATOR, DRY HEAT, 

TEMPATURE, 148 TO 287 C, 1” CORE,, 3/4” WIDE X 250” 

TAPE, LABELING, BACTERIOSTATIC, 

GREEN, ON 1” CORE, 3/4” WIDE X 500” 

TAPE, LABELING, BACTERIOSTATIC, 

PINK, ON 1” CORE, 3/4” WIDE X 500” 

TAPE, LABELING, BACTERIOSTATIC, 

VIOLET, ON 1” CORE, 3/4” WIDE X, 500” 

TAPE, LABELING, BACTERIOSTATIC, 

BLUE, ON 1” CORE, 3/4” WIDE X 500” 

TAPE, LABELING, BACTERIOSTATIC, 

WHITE, ON 1” CORE, 1” WIDE X 500” 

TAPE, LABELING, BACTEROSTATIC, 

WHITE, ON 1” CORE, 3/4” WIDE X 500” 

TAPE, MASKING, ON 3" CORE, 

1" WIDE X 2160” 

TAPE, POSTAGE METER, PITNEY BOWES 

PARAGON # 627-2 

TAPE, TRANSPARENT, GENERAL OFFICE 

USE, ON 1” CORE, 3/4” WIDE X 1296” 

TAPE, TRANSPARENT, GENERAL OFFICE 

USE, ON 3” CORE, 3/4” WIDE x 2592” 

TAPE, VINYL PLASTIC, ON 3" CORE, 

3/4” WIDE X 1296” 

TBQ, GERMICIDAL DETERGENT 

1 GALLON, STERIS#63345-08, RQC ITEM,BIO USE ONLY 

Td Circular 

Circular RQC#11-091 (New NDC#) 

Td Label 

Td Label; RQC#ll-089 (NDC#17478-130-10) 

Td Tuck 

Td Tuck; RQC# 11-090 (New NDC#) 

THERMOMETER, GENERAL LABORATORY, 

NONMERCURY, -10 C. TO +250 C, GRADUATED IN 1 C. SUBDIVISIONS 

THERMOMETER, GENERAL LABORATORY, 

NON-MERCURY, -20 C. TO +150 C, GRADUATED IN 1 C. SUBDIVISIONS 

THERMOMETER, GENERAL LABORATORY, 

NON-MERCURY, -50 C. TO +50 C, GRADUATED IN 1 C. SUBDIDISIONS 

Tip, 

Pipettor, l-200ul. Sterile, Corning # 4864, 96/Rack, 10/pkg 

TIP, PIPETTOR, .001 - .1 ML, 

RACK PACKAGE, 1000/PKG., (FOR EPPENDORF PIPETTOR) 

TIP, PIPETTOR, .001 - .1 ML, 

(FOR EPPENDORF & PIPETMAN PIPETTOR), 1000/PKG. 

TIP, PIPETTOR, .001 - .1 ml.. 

RACK PACKAGE, 960/PKG., (FOR MLA PIPETTOR) 

TIP, PIPETTOR, .010- .2 ML, 

(FOR M.L.A. PIPETTOR), 1000/PKG. 

TIP, PIPETTOR, .201 -1.0 ml.. 

(FOR M.L.A. PIPETTOR), 1000/PKG. 


# 3SS-03L 


3SS-05L-2038 


#516150 


#1180600777 


# 3SS-60L 


BD#2190 


# 3SS-01T2713 


# 3SS-01T 


# 3SS-01T2516 


# 3SS-01T2609 


14-820-15C 


#SMD-64615 


SBC-400ST 


# AVE-10385 


# MMM-7220 


#01092913 


# DEN-12-206 


AVE-11-030 


# AVE-12504 


# 268006 


# 50-6100 


#SHTI-34 


# 11-880-5C 


# 11-880-5 D 


# 11-880-5Q 


# 15-901-5G 


# 11-880-10A 


# 11-880-5A 


# MMM-26001 


# 627-2 


SBC-23436 


# MMM-8102P3472 


3M #471 



# 15-041-4F 


# 15-041-4D 


# 15-041-4B 


07-200-301 


# 89029-918 


# 21-375-D 


# 27760 


# 21-375G 


# 21-375H 











































































































































WESTNET INC. 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

WESTNET INC. 

H ERIC RICHARDS INC 

VWR Scientific Company 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

H ERIC RICHARDS INC 

Fisher Scientific 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

PHASE ONE OFFICE PRODUCTS 

NEW ENGLAND OFFICE SUPPLY 

NEW ENGLAND OFFICE SUPPLY 

MACISAAC 

NEW ENGLAND OFFICE SUPPLY 

W. B. Mason 

WESTNET INC. 

LANCASTER PACKAGING 

VWR Scientific Company 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

W. B. Mason 

PITNEY BOWES COMPANY 

W. B. Mason 

W. B. Mason 

ALLES CORPORATION 

Doe & Ingalls Inc. 

Biologies Program 

Biologies Program 

Biologies Program 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

VWR Scientific Company 

Fisher Scientific 

WESTNET INC. 

Fisher Scientific 

Fisher Scientific 
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TIP, PIPETTOR, .250- 1.0 ML, 

RACKED, 1000/PKG 

# 223-9170 

TIP, PIPETTOR, 5 - 300 ul. 

STERILE, RACKED/96, 960/PKG. 

# 77-988-H2 

TISSUE, KIMWIPES, 5" X 8 1/2", 

280/PKG. 

#34155 

Toner Cartridge, 

Printer, Hewlett Packard # P4015 & P4515, # CC364X 

# CC364X 

Toner Cartridge, Fax, Ricoh # 5110 

NULL 

08L-430452 

Toner Cartridge, Printer, Hewlett Packard # 

4250 & 4350, # Q5942X 

HP-Q5942X 

Toner Cartridge, Printer, Hewlett Packard # 

4200 # Q1338A 

Q1338A 

Toner Cartridge, Printer, Hewlett Packard # 

5P,5MP,6P,6MP #C3903A 

HP-C3903A 

Toner Cartridge, Printer, Hewlett Packard # 

4000 & 4050 # C4127X 

HP-C4127X 

Toner Cartridge, Printer, Hewlett Packard # 

II, IID, III, MID, #92295A 

HP-92295A 

Toner Cartridge, Printer, Hewlett Packard # 

IIP, IMP #92275A 

HP-92275A 

Toner Cartridge, Printer, Hewlett Packard # 

2100 & 2200 # C4096A 

HP-C4096A 

Toner Cartridge, Printer, Hewlett Packard # 

4,4Plus,4M,5,5M,5N #92298A 

HP-92298A 

Toner Cartridge, Printer, Hewlett Packard # 

MIS, 4SI, #92291A 

HP-92291A 

Toner Cartridge, Printer, Hewlett Packard # 

4L, 4P #92274A 

HP-92274A 

Toner Cartridge, Printer, Hewlett Packard # 

SSI #C3909A 

HP-C3909A 

Toner Cartridge, Printer, Hewlett Packard # 

4100, #C8061X 

LLI-8061X NEW 

Toner Cartridge, Printer, Hewlett Packard # 

8100, 8150, # C4182 

C4182 

Toner, Canon Copier, # GP55 

NULL 

# TCA-30 

Toner, Canon Copier, # IR-5000 

NULL 

Toner IR-5000 

Toner, Canon Fax, # L700 

NULL 

# FX-1 

TONER, COPIER, CANON MODEL # 6012 

NULL 

# KTC-6012 

Toner, Muratec Fax, # F60, 2/PKG, 

NULL 

PF150 

Toner, Muratec Fax, # F95 

NULL 

#TS-120 

Toner, Ricoh Copier 1107, 

Reserved for Print Shop 

1357EX 

Toner, Ricoh Copier, 

Aficio 1022 

# 885288 

TONER, RICOH COPIER, 

AFICIO# 401 & 500 

#889611 

TONER, RICOH COPIER, 

AFICIO 1075 

# 885273 

Toner, Ricoh Copier, # 2550 & 3350 

NULL 

885288 

TONER, RICOH COPIER, tt 4418 & 4421 

NULL 

# KTR-4215 

TONER, RICOH COPIER, # 4527 & 5832 

NULL 

# 887718 

Toner, Ricoh Copier, # 5000 

NULL 

841346 

Toner, Ricoh Copier, # 6000 

NULL 

885400 

Toner, Ricoh Copier, # 906 

NULL 

884994 

Toner, Ricoh Copier, 1035 

NULL 

885247 

Toner, Ricoh Copier, 3813 

NULL 

Type 1105 

Toner, Ricoh Copier, Aficio 220 

NULL 


Toner, Ricoh Copier, Aficio 350 

NULL 

AFICIO 350 

Toner, Ricoh Fax, #2000L 

NULL 

TYPE 1135 

TOWEL, PAPER, C-FOLD, 2400/Case 

NULL 

Morcon 

Towelette, Premoistened, 5" x 7", 100/Pkg. 

NULL 

Dynarex # 1301 

TRIS (HYDROXY METHYL) AMINOMETHANE, 

1 kg. SIGMA #1378 

#T-1378 

TRYPTIC SOY BROTH, 1 LB. 

DIFCO #0370-17 

DIFCO #0370-17 

Tube, 

Culture, Borosilicate Glass, 13 mm. x 100 mm.. Threaded Neck, Disposable, 1000/Case 

53283-800 

Tube, 

Culture, Borosilicate Glass, 16 mm. x 100 mm.. Threaded Neck, Disposable, 1000/Case 

53283-802 

Tube, 

Culture, Borosilicate Glass, 16 mm. x 125 mm.. Threaded Neck, Disposable, 1000/Case 

53283-804 
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Bio-Rad Labs - Research Products 

Fisher Scientific 

WESTNET INC. 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

IKON OFFICE SOLUTIONS 

IKON OFFICE SOLUTIONS 

Cam Office Services 

Cam Office Services 

IKON OFFICE SOLUTIONS 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

OFFTECH 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

Cam Office Services 

OFFTECH 

Cam Office Services 

Mansfield Paper Company 

H ERIC RICHARDS INC 

SIGMA CHEMICAL COMPANY 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 

VWR Scientific Company 
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TUBE, CAPILLARY, EDTA, BROWN 

NULL 

TUBE, CENTRIFUGE, POLYPROPYLENE, 

50 ml., w/ SCREW CAP, DISPOSABLE,, STERILE, 25/PKG. 

TUBE, CENTRIFUGE, POLYSTYRENE, 

15 ml., w/SCREW CAP, DISPOSABLE,, STERILE, 500/PKG. FALCON # 35-2095 

TUBE, CULTURE, BOROSILICATE, 

12 mm. X 75 mm., DISPOSABLE,, 1000/PKG. 

TUBE, CULTURE, POLYSTYRENE, 

12 mm. X 75 mm., w/SNAP CAP,, DISPOSABLE, 1000/PKG. 

TUBE, CULTURE, POLYSTYRENE, 

12 mm. X 75 mm., w/SNAP CAP,, DISPOSABLE, STERILE, 500/PKG. FALCON # 35-2058 

TUBE, CULTURE, POLYSTYRENE, 

16 MM. X 150 MM., W/SCREW CAP,, DISPOSABLE, STERILE, 500/PKG. 

TUBE, CULTURE, POLYSTYRENE, 

16 mm. X 125 mm, w/SCREW CAP,, DISPOSABLE, STERILE, 500/PKG. 

TUBE, CULTURE, POLYSTYRENE, 

13 mm. X 100 mm., w/SCREW CAP,, DISPOSABLE, STERILE, 1000/PKG. Falcon # 35-2027 

TUBE, MICROLITER, POLYPROPYLENE, 

1.5 ml., w/ATTACHED CAP,, DISPOSABLE, 500/PKG. 

TUBE, TISSUE CULTURE, POLYSTYRENE, 

16 mm. X 125 mm., w/SCREW CAP,, DISPOSABLE, STERILE, 500/PKG. 

TUBING, BUTYL RUBBER, BLACK, 

1/4" I.D.; 1/8" WALL 

TUBING, LATEX, AMBER, 

5/16" I.D.; 1/16" WALL 

TUBING, LATEX, AMBER, 

5/16" I.D.; 1/8" WALL 

TUBING, LATEX, AMBER, 

1/8" I.D.; 1/32" WALL 

TUBING, LATEX, AMBER, 

1/4" I.D.; 3/16" WALL 

TUBING, LATEX, AMBER, 

3/16" I.D.; 1/32" WALL 

TUBING, LATEX, AMBER, 

1/4" I.D.; 3/32" WALL 

TUBING, LATEX, AMBER, 

1/4" I.D.; 1/16" WALL 

TUBING, SILASTIC, 1/4" I.D.; 

1/8" WALL,RQC ITEM 

TUBING, SILASTIC, 3/16" I.D.; 

3/32" WALL,RQC ITEM 

TUBING, SILASTIC, 3/8" I.D.; 1/8" WALL 

RQC-ITEM (6 colls/Case) 

TUBING, SILASTIC, 5/16" I.D.; 

3/32" WALL,RQC ITEM 

TUBING, TYGON, CLEAR, 

1/4" I.D.; 1/16" WALL 

TUBING, TYGON, CLEAR, 3/16" I.D.; 

1/16" WALL 

TUBING, TYGON, CLEAR, 5/16" I.D.; 

1/8" WALL 

TUBING, TYGON, CLEAR, 5/16" I.D.; 

1/16" WALL 

TUCK, ALBUMIN, (HUMAN), RED CROSS 

NDC#52769-551-05,LC=001701, RQC ITEM 

TUCK, ALBUMIN, (HUMAN), STATE 

NDC#14362-0116-1,LC=001101, RQC ITEM 

Tuck, Baby BIG, 

NULL 

TUCK, DIPHTHERIA & TETANUS & 

PERTUSSIS,RQC ITEM 

TUCK, DIPHTHERIA & TETANUS & 

PERTUSSIS 10 ML.,RQC ITEM 

TUCK, IG,R.C.,LC=006204 

NDC#52769-576-22,RQC ITEM 

TUCK, LIVCMV,R.C.,LC=0044 

NDC#52769-0119-2,RQC ITEM 

TUCK, RSVIG, RESPIGAM, CANADIAN, DIN: 02232480 

LC=0094, RQC ITEM 

TUCK, TETANUS AND DIPHTHERIA 

TOXOIDS ADSORBED,LC=005302, NDC#14362-0111-1,RQC ITEM 

TUCK, VZIG,LC=0032 

RQC ITEM 

TUCK, VZIG,LC=0035,RQC ITEM 

NULL 

TUCK, VZIG,R.C.CODE#004102 

NDC#52769-574-66,RQC ITEM 

TUCK, VZIG,STATE,LC=0038 

NDC#14362-0118-1,RQC ITEM 

TUCK,CYTOGAM,CANADIAN,LC=0091, 

DIN 02231962,RQC ITEM 

TUCK,CYTOGAM,CMVIGIV,LC=0082 

NDC#60574-3101-1,RQC ITEM 

TUCK,D.T.,LC=0005 

NDC#14362-0113-5,RQC ITEM 

TUCK,LG.,STATE,LC=002601 

NDC#14362-0115-2,RQC ITEM 

TUCK,RESPIGAM,RSVIG, 

NDC#60574-2101-1, LC=0085 RQC ITEM 

TUCK,RSVIG,(HUMAN) RED CROSS 

NDC#52769-572-72,LC=005901, RQC ITEM 


16.445.101 


CORNING #430290 


05-527-90 


14-961-26 


# 14-961-20 


Falcon 35-2058 


35-2045 


Falcon # 35-2037 


Falcon # 35-2027 


# 72.690 


Falcon # 35-3033 


# 14-168B 


#038R 


# 141 


#011R 


# 126 


#024R 


#035R 


#034R 


# 62999-530 


# 62999-439 


Dow #515-021 


# 62999-552 


# 14-169-lJ 


# 14-169-lG 


#14-169-1P 


# 14-169-21C 
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Sarstedt 

WESTNET INC. 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

WESTNET INC. 

WESTNET INC. 

WESTNET INC. 

WESTNET INC. 

Government Scientific Source /Liz 

WESTNET INC. 

Fisher Scientific 

PRIMELINE INDUSTRIES 

PRIMELINE INDUSTRIES 

PRIMELINE INDUSTRIES 

PRIMELINE INDUSTRIES 

PRIMELINE INDUSTRIES 

PRIMELINE INDUSTRIES 

PRIMELINE INDUSTRIES 

VWR Scientific Company 

VWR Scientific Company 

Fisher Scientific 

VWR Scientific Company 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Fisher Scientific 

Biologies Program 

MHRI 

MHRI 

MHRI 

MHRI 

Biologies Program 

Biologies Program 

MHRI 

MHRI 

Biologies Program 

MHRI 

Biologies Program 

Biologies Program 

MHRI 

Biologies Program 

Biologies Program 

MHRI 

Biologies Program 

Biologies Program 
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Tuck,VIGIV,LC=0100,NDC#14310-2500-l, 

RQC item 


TUCK,VZIG,CANADIAN,125 UNIT,RED CROSS 

DIN 02231277,LC=007101,RQC ITEM 

DIN 02231277 

TUCK,VZIG,CANADIAN,625 UNIT,RED CROSS, 

DIN 02231277,LC=007201,RQC ITEM 

DIN 02231277 

TWINE, COTTON, 10 PLY, 400 FT. ROLL 

NULL 

# BZL-02603 

Underpad, 

Versi-Dry, lab soakers, 18” x 20”, 350/Case "Reserved BT Responce Laboratory" 

14-206-38 

UNDERPAD, FLUFF FILLED, 

17 X 24, DISPOSABLE, 300/PKG. 

#949 

VESPHENE II SE, GERMICIDAL 

DETERGENT, 1/GAL. GENERAL USE,, STERIS # 6461-08 

STERIS 6461-08 

VESPHENE II SE, GERMICIDAL 

DETERGENT; l/GAL.,STERIS#6461-08, RQC ITEM,BIO USE ONLY 


VIAL, CULTURE, 4 ML, W/RUBBER 

LINED SCREW CAP, 144/PKG 

WHEATON #225142 

VIAL, SERUM, 10 ML.,RQC ITEM 

NULL 

CA-8125 

VIAL, SERUM, 2 ML.,RQC ITEM 

NULL 

# CA-8024 

VIAL, SERUM, 50ML,RQC ITEM 

NULL 

CA-8299 

Water Test Kit, 12/Case 

Reserved For Enviromental Chemistry Lab 


Wipers, clean room application. 

12” X 12”, 100/pkg, 5pkg./Case 

21908-205 

WIRE, COPPER, 16AGW, 1 lb. ROLL 

NULL 

#8074 

Work Boots, 

4 pair of boots PO # 5118-0498 W.W Grainger 


WRAPS, AUTOCLAVING, CREPED PAPER, 

50.8 cm. X 50.8 cm., 250/PKG. 

# 82004-120 

XYLENES, 1 qt., FISHER #X-5 

NULL 

#X-5 
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Biologies Program 

MHRI 

MHRI 

MACISAAC 

Fisher Scientific 

WESTNET INC. 

WESTNET INC. 

Doe & Ingalls Inc. 

Fisher Scientific 

KIMBLE DIV. OWENS-ILLINOIS 

KIMBLE DIV. OWENS-ILLINOIS 

KIMBLE DIV. OWENS-ILLINOIS 

VWR Scientific Company 

VWR Scientific Company 

GERBER ELECTRONICS COMPANY 

Biologies Program 

VWR Scientific Company 

Fisher Scientific 
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